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California State University, 207 
California Welfare and Institutions Code, 199 
Calisthenics, older blind adults, 97, 99 
Cambron, Jim, 366 
Cameras, development of, 259 
Campbell, Marion R., 142 
Camps, camping 
Beacon Lodge Camp for the Blind, 284 
Camp Wapanacki, 220 
Highbrook Lodge, 516 
Summer Computer Camp, 220 
Canadian child conference, 142 
Canadian National Institute for the Blind (CNIB), 140 
assistive devices department, 44 
Canes 
handles, 344 
long cane, full mobility program, 100-103, 344 


Barrett, Daniel IV, 335 
Bartels, Stephen P, 334 
Bartlett, Steve, 228 
Baruch College, 222 
Computer Center for the Visually Impaired, 29 50th Anniversary Edition, The Report of the 
BASIC language and programming, computers, 220, Committee on Economic Security of 1935, and 
222 408 Otber Basic Documents Relating to the Braille Display Processor, 222 
Baybutt, Kate, 297 Braille-Edit word-processing program, 76, 78, 170, 
Baybutt, Kate: see Hill 272, 308-310, 312, 500 
Bayley Motor Scale, 5 instructional module, 310 
manual, 410 
Braille Forum, 30, 368 
exchange service, 18 
M. Smith, reviewed by Fran Weisse, 122 Braille Institute, 332 
Inside the Personal Computer, by Sharon Gallagher, physical fitness program, 97-99 
Braille Institute Youth Center obstacle course, 99 
Braille Music: An International Survey, 192 
Brailon™ 14 
Braintree (MA ) Hospital, 96 
Brandi, John, 92,94 
BRASS: see Blind Recreation and Sports Society 
Brass Ring (The), newsletter, 284 
Brilliant, Richard, 236 
Behavioral procedures and behavioral change, 18, British Department of Transport, 379 
190, 202, 203 Systems Approach to Handicapped Children (A): British Journal! of Opbthaimology, 40 
Behavioral training, 293-297 Helping Children Grow, by Lauren Carlile Bradway, British Ministry of Health, 301 
blindisms, 400-401 reviewed by Don L. Walker, 264-265 British Sports Association for the Disabled, 510 
response to emergencies, 401-403 Tourist’s Guide to Computers (A), by Dave Morice, Britt, William, 510 
Beli Laboratories, 375 reviewed by William De LAune, 212 Broadbent, Ernest J., 96 
Bennett, William J., 176, 178 Boston University, 236 Brookhaven National Laboratory, 40 
Berg, Linda, 40, 42 Boteilho, Howard, 92, 94 Brooklyn, Connecticut, Correctional Center, 190, 192 
Berghorn, Forrest, 190 Botwinick, Jack 44 Brooks, Catherine, 320 
Berman, Bernard, 192 Bourke, Marion, 170 Brown, George E., 132 
Berman, Peter A., 42 Bouvia, Elizabeth, 418 Brown, Louis, 464, 465 
Beverly Enterprises, 44 Bowe, Frank, 212, 418, 514 
Bezruczko, Nicholas: see Schulz Bowen, Frederic C., 334 ‘ 
Bibliographies Bowsher, Charles A., 226 
career development, 420 
Blind,” 354-355 Building Community: A Manual Exploring Issues of 
Bradway, Lauren Carlile, 264-265 Women and Disability, 35 
Brady, James, 510, 512 Building directories, 366 
Braille Bulletin board system, computer databases, 366 
area code directory, 94 Buphthalmos, 248 
audio tutorial game, 28 
Bishop, Virginia E.: see Corn 
Black American English, 289 
Blackmun, Justice, 368 
Blast, Irvin, 238 
Blind characters, television, 332 
Blind Navigators Club, 94 | 
: maps, Maryland, 379 
‘ and mathematics, 322 
Blumenkranz, Mark, 38 
Board of Cooperative Educational Services, 469 
Popular Computing magazine, 29 
Programmed Instructions in Braille, by Ashcroft and 
Henderson, 28 
| ee a 
> 


night travel, 257 
purposes and techniques, 343-344 
support canes, 344 
techniques, winter traveling, 24-26 
Cannon, Glenna S.: see Corn 
Can't Your Child See? A Guide for Parents of Visually 
Impatred Children, by Eileen P Scott, James E. Jan 
and Roger D. Freeman, 324 
Canterbury Child's Aid, 4-11, 114 
Capsule paper for tactual maps, 396-399 
Carbon monoxide retinopathy, 234 


“Career Month” poepeet, vocattans <hetess, 473-474 


Carroll Center for the Blind, 78, 126 
Carroll, Thomas J., 116-117 
CASE: see Council of Administrators of Special 
Education 
Cassette Book Company, 265 
Cassette Reviews 
video-cassettes on mainstreaming the visually 
impaired, reviewed by Mary Binion, Sam Geldis 
and Julia Holton Todd, 324 
Cassette tapes, 94, 265-266, 324, 379, 422, 494 
Cassettes: see Audio, Video 
Cassettes for Success, 266 
Catalogue of Vocational and Educational Aids, 354 
Cataracts (NEI booklet ), 44 
Cataracts, 44, 375, 502 
in children, 138, 248, 249, 255, 392, 393-394 
congenital, 248, 249, 392, 393-394, 482 
detection of development, 38 
key enzyme, 38 
program to combat, 334 
surgery, 38, 334 
and Medicare, 502, 504, 506 
Cathode ray tube (CRT), 170 


cataracts, 38, 44, 188, 248, 249, 334, 375, 392, 
393-394, 482, 502, 504, 506 


diabetes, 12-17, 38, 40, 42, 92, 104, 138, 234, 
236, 248, 375 
248 


glaucoma, 16, 118, 120, 188, 248, 255, 256, 375, 482 


infections, 138, 385 

injuries from fireworks, 190 

Laurence-Moon-Biedle syndrome, 255, 404 

Leber's syndrome, 255 

macular degeneration, 40, 92, 117-118, 236, 
250, 256 

malnutrition, 130, 138, 334, 426 

microphthaimia, 392 

myopia, 255, 426 

neovascular membranes, 40, 92 

optic atrophy, 205, 248, 393 

optic neuritis, 250 

phthisis bulbi, 393 

prenatal diseases, 385 

Refsum's syndrome, 255 

retinal degenerative diseases, inherited, 379, 427 

retinal detachment, 38, 140, 188 

retinal receptors, congenital absence of, 248 

retinal vein occlusion, 92 

retinitis pigmentosa, 109-111, 118, 226, 248, 255, 
256, 379, 404-405 

retinoblastoma, 188, 248 


retrolental fibroplasia ( retinopathy of prematurity ), 


38, 40, 130, 162, 188, 248, 307, 385 
rubella, 59-64, 104, 248, 307, 385, 386, 389, 466 


Education, 
Center for Sight Enhancement, University of Waterloo, 


427 
Central Association for the Blind (The ), Utica NY, 
288, 334 
Central Blind Rehabilitation Center, 301 
Cerebral palsy, 159, 385, 418, 510 
CETA: see Employment and 


Training Act 
Chatiee, John H., 412, 414 


Chicago Tribune, 332, 416 
Children 


affliction and parents’ attitudes, 164-166 
audiocassettes for, 266 
and cataracts, 188, 248, 249, 255 
color video magnifiers for, 391-395 
coverage in health-insurance plans, 412, 414 
developing writing and wordprocessing skills, 
308-310, 312 
disabled, and Social Security benefits, 32 
emotionally disturbed, treatment 
138, 140 
impact of blindness on carly development, 288 
infant retinal repair, 188 
language acquisition and development, 111-112, 


stranger 
244-247 

toys: see Toys 

visual acuity test, 379 

visually impaired school children, state-level 
counts, 357-361 


Children’s Memorial Hospital, Chicago, 138 
China 
pre-revolutionary, attitudes toward blindness, 
172, 174, 416 
services for visually impaired in, 92 
Ching, Lucy, 172, 174 


Christopher, Robert P, 96 
Cincinnati Association for the Blind, 96, 234 
Circuit Court for the District of Columbia, 178 
C-ltoh F10-55 braille printer, 29 
Civil Aeronautics Board, 132, 368 
Civil Rights Act of 1964, 132, 462, 464 
Title Vil, 241 
Civil Rights Restoration Act of 1985 (H.R. 700), 


Closing the Gap, 220, 270, 408 

Clothing tags, braille, 195 

Cloud, Deborah A., 512 

Clovernook Home and School for the Blind 
(Cincinnati), 234 

CNIB: see Canadian National Institute for the 


Comananity ne 
impaired adolescents, 49- 

Community- ar 
Education for Deaf-Blind Youth, 466-467 


Computer Equipment & Aids for the Blind and Visually 
Impaired, 29 
Computer equity kit, 366 
Eye-Stress: How to Avoid It, How to Alleviate 


scotomas, 256 
strabismus with amblyopia, 249 
trachoma, 138 
Usher's syndrome, 104, 108, 255 
vitreo-retinal degeneration, 255 
xerophthalmia, 334 
CCLY News, 42 132, 276 
CCTV: see Closed-circuit television Civilian Vocational Rehabilitation program, 241 
Census data, working-age population, 174 Claridge, FWG., 192 
Center on Budget and Policy Priorities, 368 Clarke, Kenneth, $10 § 
OMNI mec oc scctational Technology (taret), 312 Cicer Living Cone, 328 
Carlin, Fred: see Arnold Center for Health Statistics, 416 Client development evaluation reports ( California ), 
Carnegie-Melion University, 78 Center for Independent Living (CIL), 341 199-202 
Career Development of Blind and Visually lmpatred Center of Research and Development in Higher Clio Press, 94 
roe hc Pinto fr 
Carousel Microtools, 364 Closed-circuit television (CCTV ), 391-395 
Abet equipment, 347, 348, 349 
and computer access, 170 
reading machines, 347-351 
for writing, 348 
Challenge ( organization ), 510 
CHAMPUS, 72 
Changsha massage hospital, 58 Blind 
Charts, vision, 340 COBOL computer-programming language and 
Chen Tianman, 58 training, 29, 408 
Chess Otympics for the Blind, 206 Cochran, Deborah, 140 
Chicago Board of Education, 161 Cogan's syndrome, 205 
PF Cognitive losses, reversal of, 190 
Cohen, Jay M., 423 
Cohen, Oscar, 462, 463 
Cohen, Wilbur, 362 
Coleman, Cathy, 124 
Coleman, D. Jackson, 188 
Coloboma, 256 
Color blindness, 392-393 
. Color video magnifier, 391-395 
Catholic University of America, 408 Columbia University Medical Center, 92 
Causes of blindness/visual impairment Comfort, Stephen, 334 
* achoomatapein, 236 COMMEND program, 381 
albiniem, 255, 256 Commission on Certification of Work Adjustment and 
ambtyopia, 38, 248, 249, 250 Vocational Evaluation Specialists, 478 
entstiia, 295, 236 Committee on Economic Security, 362 
snapiahaienta, | eaten : Committee on Labor and Human Resources, 328 
aphakia, 393, 394 learning programs, audiocassette, 266 Committee on Sensory Devices, 113-114 
astigmatism, 256 mainstreamed, learning readiness program, 312, Comin GAjuee computer, 128 
Suseee Giese qquaraeme, 295 onary ’ ‘ommunication Medical Emergency Network for the 
birth factors, 248-251 multiply handicapped visually impaired, Rocky 
Mountains/Great Plains region, 385-391 } 
pT newborn daabled, and medical atention, 176 
. 284, 307, 368, 416, 418, 420 
chorioretinitis, 256 night mobility instruction, 255-258 4 
choroid degencration, 255 preschool O&M project, 140 
coloboma, 256 preventive health-care, bill for, 412 Complete Masleitingneal Dictlonary of Computer 
color blindness, 392-4393 severely handicapped, innovative approaches to Terminology, 80 —_s 
corneal staphyloma, 393 education, 414 Comprehensive Communications, 265 , > 
sighted, reared by blind parents, 193-198 Comprehensive Employment and Training Act 
special education program for professionals, , (CETA), 468 
426-427 Compton, David, 510 qt 
Css Ks, Camguiene, 28, 380 ] 
CompuServe Information Network, 420 
Computer Access for Blind Employment Program, 126 
Computer access center, 406 7 
Computer Aids Corp., 170, 222, 410 
Computer Center for the Visually Impaired, Baruch 
vitamin E, ocular benefits of, 40 College, 29 
f Children Defense Fund (The), 414 Computer Conversations, 126, 222 
Children of Handicapped Parents: Research and Computer-Disability News, 514 
Clinical Perspectives, edited by S.K. Thurman, 197 — 
Children’s Heart Hospital, Philadelphia, 96 
Children's Hospital of Philadelphia, 40 
it, by Anthony Hutchinson, 362 
Computer instruction camp, 78 
Computer Living, 28 
Computer networks and conversation, 78 
Chisman, Forrest, 362 Computer programming careers, 242 
| Chorioretinitis, 256 training school, 406, 408 
Choroid degeneration, 255 Computer searches, rehabilitation literature, 302 
Christian Record Braille Foundation scholarships, 44 Computer terms, manual of, 170 
Christoffel, Katherine, 138 Computer Training and Evaluation Center (C-TEC ), 29 
es Christoffel-Blindenmission, 100 Computerized Travel Aid, 114 
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Jomputers 
accessibility, 28-29, 126, 170, 222 
resource list, 272 
accounting software package, 80 


Apple, 28, 29, 76, 80, 128, 170, 220, 222, 270, 272, 


308-310, 364, 366, 408, 410, 498, 500, 512 
Atari, 128 
BASIC programming, 220, 222, 408 
blind specialist advisor, 408 
books on, 212, 214 
COBOL programmer training, 29, 408 
color, 28-29 
database services, 28, 29, 128, 222, 270, 272, 
326, 366, 370, 408, 510 
dictionary of terminology, 80 
educational software catalog, 128 
educational software newsletter, 362 


IBM, 28-29, 80, 126, 128, 170, 220, 222, 362, 
408, 498 

large print software, 80, 308 

large print, and word processing, 498 

Osborne, 128 

portable, 222, 325-326, 364 

Radio Shack, 28, 128, 222, 364 

self-instructional courses in, 266 


talking system, 168, 222 

Tandy, 29, 325, 364 

technology for the disabled, 324 
training programs, 128, 206, 207, 220 
TRS-80, 28-29 

voice synthesizer bypass, 364, 366 


Concepts for Individual Living, 370 

Concise Columbia Encyclopedia ( The ), large print 
edition, 284 

Conn, George, 30 

Connecticut Braille Association, 192 

Connecticut Institute for the Blind, 148 

Connecticut Services for the Blind, 192 

Connors, Richard, 78 

Consumer Health and Nutrition Index, 422 

Consumer Product Safety Commission, 138 

Consumer-Parent Committee on Rehabilitation 
issues, 30, 32 


Control Data Corporation, Homework Program, 170 


Copyright Act of 1976, 326 
Corbett, Marsha S., 375 
Corn, Anne L. and Virginia E. Bishop 
“Occupational Interests of Visually Handicapped 
Students,” 475-478 


Corn, Anne L., Deborah B. Muscella, Glenna S. Cannon 


Corner, George W,, 113-114 
Corning CPF lenses, 256 
Corvis hard disk drive, 80 
Costa Rica 

international exchange program, 427 
Cost-effectiveness of services for the disabled, 418 
Costello, John H., 138, 334 


Council of Administrators of Special Education (CASE ) 


District vu. Mr. and Mrs. R.B., 148 
Cleburne v. Cleburne Living Center, 328 
DeWalt v. Burkebolder, 148-149 
Grace v. Springdale School District, 146, 147, 148 
Grove City v. Bell, 132, 276 
Heckler v. American Hospital Association, 368 
In re: BM., 148 
In re: Frederick County Public Schools, 149 
Mills v. the D.C. Board of Education, 162 


Hudson Central School District, 147, 148, 149 
School Committee of Burlington v. Mass. Dept. 
of Education, 226, 278 
Schroeder v. AAWB et al. 154 
Smith v. Robinson, 278, 327, 412 
Town of Burlington v. Massachusetts, 327 
Witters v. Washington, 176 
Cranmer Modified Perkins Brailler, 308, 309 
Cranmer/Perkins braille output printer, 78 


Culver City, California, disability award, 238 


Curriculum for Teaching Optacon Music Reading (A). 


94 
Curtis, John B., 161 
Cuvo, Anthony J.: see Brueske 
Cyclosporine, 375 
Cyert, Richard M., 335 


computer-progr © training, 207 
consulting them in their welfare, 114 


vocational model project, 466-467 
Deaf-Blind Act (PL. 90-247; PL. 91-230, Title VI-C), 


Harlan Lane, translated by Franklin Philip, 174 
Deauville, Lani, 334 

DecTalk speech synthesizer, 222, 500 

Deitz, Sally, 516 


of Health and Human Services, 32, 132, 
176, 228, 278, 328, 406, 502, 504 
commission studying disability, 370 
and fiscal 1946 federal budget, 84, 86 


Department of Justice, 38, 132, 226, 228 
and fiscal 1986 federal budget, 86 

Department of Labor, 130, 192, 206, 207, 242, 428, 
454, 478 
and fiscal 1986 federal budget, 86 


and instruction in braille, 12-17 
insulin nasal spray, 236 

Diabetes Outlook, 42,92 

Diabetes Research and Training Center, Vanderbilt 
University, 13 

Diabetic neuropathy, 12-17 

Diabetic retinopathy, 12, 16,92, 248 


Dialogue , 
DiChiera, Joan, 193, 194-197 
(see also Arsnow ) 


facilities and services for the learning disabled, 494 
guide dog schools, 140 


. c Council on Telecommunications and Persons with 
Diabiiies, 334 ee 
Counseiing and counselors, rehabilitation, 107-108 307, 386 
regional centers, 200 Deaf Experience ( The ): Classics in Language and 
eT Court cases Education, edited and with an introduction by 
Alexander v. Choate, 130 
Atascadero State Hospital v. Scanion, 428 
Belle Tire u Parks, 328 
Board of Education of the Franklin Lakes School 
Deitz, Sally J. 
j “Our Professional Role in the Current Medicare/ 
Cataract Issue: Objective, Not Alarmist,” 
502, 504, 506 
Dekker, Hank, 288 
DeMarasse, Regina, 335 
Department of Defense, 30, 178, 192 
Department of Education, 29, 30, 78, 176, .<4 
Epson, 220, 498 Special Education Programs, 270, 307 
equipment directory, 29 Parks v. Pavkovic, 328 Department of Energy, 40 
and eye strain, 362 Pennsylvania Association for Retarded Citizens v. Department of Health, Education and Welfare, 
The Commonwealth of Pennsylvania, 162 107, 306 
Randolph-Sheppard Act and the military, 30 I 
Redbud Hospital District v. Heckler, 328 j 
Rowley v. The Board of Education of Hendrick 
Department of Health and Human Services 
“Initiative on Technology and the Handicapped,” 
406 
software developers, special education, 78, 420 regulations for “Baby Doe” cases, 176 
software development group, 272 Department of Housing and Urban Development 
software, evaluation of, 78, 80 and fiscal 1986 federal budget, 86 
software and postal rates, 78 Department of the Interior 
SOURCE, 427 and fiscal 1986 federal budget, 86 
speech-synthesizer home programs, 126 Cranston, Alan, 226 
speech synthesizers: see Synthetic speech Crawford County, Missouri, disability award, 238 
talking software, 80, 126, 128, 270, 308 Crouse, Robert J., 187 
Crown Publishers, 265 
CRR Publishing Co., 379 
CRT: see Cathode ray tube Department of Transportation, 132, 368 
C-TEC: see Computer Training and Evaluation and fiscal 1986 federal budget, 86 
Center Department of the Treasury, 412 
ee and fiscal 1986 federal budget, 86 
word processing: see Word processing _  _______ and Section 504 regulations, 178 
workshop use, 220 Deprivation, early physical, 400-401 
(see also: Microcomputers; Random Access ) Designs for Vision, 236 
DeSole, Giuseppe, 138 
Detroit Occupational Information Library for the 
Blind, 479 
Detroit Receiving Hospital and University Center, 122 
Developmental aspects of vision, 249 ‘ 
D Developmental Disabilities Act of 1984, 226, 412 
Developmental disability 
Da Fa, 58 and protection program, 226 
Dagan, Orit, 334 and visual impairment, 199-202 
Daguerre, Louis Jacques Mandé, 259 De Wolf, Leonard, 44 
: Daniels, Mark, 334 Dewey, John, 489 
Dark adaptation, 255 Diabetes, 104, 138, 375 
a Daschle, Thomas, 276 and glaucoma, 16 
Cooking by Touch, 422 Data on Blindness and Visual Impairment in the US. 
> Cooper, Charles, 130 A Resource Manual on Characteristics, Education, 
Coopers and Lybrand Healthcare Support Group, 272 Employment and Service Delivery (AFB), 320 
Data General One Special Interest Group, 222 
2 Database services, 28, 29, 128, 222, 270, 272, 326, 
] 366, 370, 408, 510 
Datacall® building directories, 366 
Davidson, lain, 288 early diagnosis and treatment, 234 
: ee Davis, Bill, 28 enzyme-caused, 38 
and Renae C. Shepler Davis Carl, 55 growth and development of, 40 
“Perceived Barriers to Employment for Visually Davis, Carolyne, 278 predicting risk of, 42 
impaired Women: A Preliminary Study,” 458-461 Dayle Mcintosh Center for the Disabled, 381 and pregnancy, 234 
Corneal implants, transplants, 42 Daylight Savings Time Coalition, 226 Diagnosis 
drug for, 375 dBase II speech synthesis program, 364 visual dysfunction, premature birth, low weight, 
Corneal staphyloma, 393 Deaf-blind 248-251 
Corneal tissue grafts, 188 Awareness Week, 178 34 ‘ 
Cornell University, 42, 188 communication, 104-105, 207 
a Dickerson Lary, 428 
coordination of services for, 108 Dickerson, Larry R.: see Nelipovich 
education, 215-208 Dictionary of Occupational Titles, 454, 459 
and independent living, 205-208 Dictionary, speech-synthesized, 128 
methods of communication for, 104 Directories 
rehabilitation eligibility, 107 braille and tape area code, 94 % 
a rehabilitation process for, 104-109 computer databases, 366 
international office opened, 40 rubella students, employment program, 59-64, educational exchange programs, 420 
Council for Exceptional Children, 78, 408, 420 386 facilities for emotionally disturbed children, 
64th Annual Convention, 332 statistics of incidence, 385 138, 140 
Council of Organizations of Rehabilitation types and variations, 104 Po 
International, USA, 375 Usher's syndrome, 404-405 
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rehabilitation agencies ( AFB), 437 


congenital, and public policy, 416, 418, 420 
disability communicators and mass media, 332 


Down's syndrome, 32, 159, 176, 248, 402, 416, 418 
Downie, G. Robert, 96 
Drach, Ronald, 334 
Drama Review 
Staring Back, by Susan Nusbaum, reviewed by 


Early development, impact of blindness on, 288 
EasyNet, 128 
Echo GP speech synthesizer, 364 


Echo Il speech synthesizer, 28, 78, 80, 170, 222, 270, 


272, 308, 310, 366, 498, 500, 512 
Echolocation devices, 4 
Edgar, Robert, 276 
Editorial Notes, by Mary Elien Mulholland, 320 
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Education 
abacus, use of, 322 
aids, survey of, 354-355 
” vs. “better” placements, 145-149, 327 
bulletin board for school principals, 80 
and career choices, realistic, 473-474 
career development needs and available resources, 
434-443, 473-474 


(PL. 94-142), 50, 145-149, 150, 162, 307, 327, 328, 

357, 358, 360, 385, 386 

appropriate and free education, 278 

attorney's fees to parents, 276, 278, 327-328, 412 

recent revision and authorization (PL. 98-199), 357 
Educational Amendments, 1972 

Title IX, 132 
Educational prem mse Concepts, Inc., 35 

Annual: Volume I, 

 ctundte both teen 212, 214 

Educational Software Selector (The), (TESS), 420 


Mims Infrared Mobility Aid, 14 


Mowat Sonar Sensor, 114, 257, 324 


SonicGuide™ 5, 25-26, 114, 324 

Sonic Torch, 114 

WAML, 109-111 

winter conditions, 25-26 
Electronic aids, reading 

CCTV reading machines, 347-351 

color video magnifier, 391-395 

Enable Reader, 2.0, 364 

Kurzweil Reading Machine, 76, 152, 190, 324, 


Optacon, 12-16, 94, 115-116, 152, 168, 236, 324, 408 

Optivisor, 117-118, 423 

subsidization of purchase of, 236 

Talking Bouks, 84, 115, 122, 130, 238, 324, 340 

Textline, 498, 500 

VersaBraille, 29, 76, 78, 140, 236, 310, 324, 326 

Viewscan, 324, 498, 500 

Visualtek, 29, 78, 96, 152, 222, 324, 347, 348, 349 
Systems, 


El Paso Community College, 470 

El Paso Lighthouse for the Blind, 465 

Emergencies, response to, 401 

Emergency Veterans Job Training Program (H.R. 
1408), 276 

Emmanuel Hospital and Rehabilitation Center 
(Portland, OR), 96 

Emory University, 426 

Emotional and sexual needs of disabled persons, 381 


aging and vision, 332 
and behavioral competencies, 451-454, 455 
California project to increase employability, 
467-468 
career awareness, 489-491 
career choices, being realistic about, 473-474 
career development bibliography, 420 
career development, meaning and stages, 434-436 
national conferences on, 514 
needs and available resources, 434-443 
seminar, 469-470 
and career education process, 489-491 
career incentive awards, 335, 5i2 


PO SCs 
talking bilingual building directories, 366 Nightscope, 257 
Directory of Facilities and Services for the Learning Nottingham Obstacle Detector, 114 
Disabled (11th edition ), 494 NVA, 109, 110 
Directory of Residential Treatment Facilities for Pathsounder, 114 
Emotionally Disturbed Children, edited by Single Object Sensor, 114 
Barbara Smiley Sherman, 138, 140 
Disabilities Unlimited, 381 
Disability career development, programs for, 444-449 
advocates in Washington, 32 career education and career development, 438-440 
career education, concept of, 487-489 
es = S.---. 
disabled actors, 82 career education process, 489-491 
Human Pactors symposium, 174 computer courses, equal opportunity, 366 
incidence in working-age population, census data, of the deaf, 174 
174 of the deaf-blind, 205-208 326, 512 
inspirational books for the disabled, 286 definition of the term, 146-147 Lightwedge, 261-262 
insurance recipients and work projects, 132 —_ 145. 146 » 270, 272, 364 : j 
— Gesbiiey, — tor, 494 forum for teachers’ practical ideas, 286 
retraining 8 228 and home environment, 203-204 
cies Ge _ — 203, 278, 327, 360, 364, 
ard sexual and emotional needs, 381 nthe 
rae : eniied tally anal 1: alia 
Ben — 2 inequity in computer distribution, 366 
ae. 332 international ae programs, 420 E 
Disability Rights Education and Defense Fund, 35 learning disat ilities, ii ory of ices, 494 Electronic display processor, 498, 500 oe: 
Disabled American Veterans, 334 “least restrictive environment,” 160, 162-163, 414 ee 
Disabled Americans at Work (case studies ), 494 tie Guctend aeidel 4k ” Engineering Center, 78, 408 
usa. 408 —— : Electronic Tellatouch, 428 
Disabled ’ mainstreamed adolescents, living skills, 49-54 El and Secondary Education Act, PL. 89-313 
Disabled Women: Psychology from the Margins, by mainstreaming as appropriate, 146 a ae 
Adrienne Asch and Michelle Fine, 35 molnstecoming, cassettes on, 324 357, 358, 385 
Disney World, 204-205 mainstreaming, learning readiness program, 312, Sen, Ss 
Disneyland, 205 314, 316 Seca S88 
Distance tasks, enhancing capabilities for, 427 microcomputers, use of, 128, 212, 214, 308-310, Sites, Seat. 380 
District of Columbia District Court, 178 311, 410 Siena Sane, 508 
Division of Personnel Preparation of Special ministry studies and state funds, 176 
Education Programs, 307 multicompetency training, 390 
DNA and suppression of tumors, 188 placements of visually impaired population, 388 
Doane, Marshall G., 334 private schooling, and reimbursement by local 
Dobson, James, 196-197 school districts, 226 
Documents word processor, 272 role of parents, 203-204 
i Dodwell, Peter C: see Harris school children, state-level counts, 357-361 
Dog elbow pads, 40 segregation in, 462-465 
Dog guides, 117, 190, 259, 260 severely handicapped, projects for, 414 
guide to guide dog schools, 140 software, braille, 28 ge oe 
matching with blind persons, 356 software catalog, 128 
training centers, 140, 356 speech and language development, children, 
Dole Foundation, 494 289-292 
Dole, Sen. Robert, 32, 84, 130, 494 and students’ career choices, 473-474 
civil rights bill, 132 and students’ occupational interests, 475-477 
. Snenen, SSS eacher sees 306-307, 386, ~y 
Donegan Optical Company, 117 . LO gy cee beac tg dag 
Door to er Guide to Transport for Disabled writing skills, developing, 308-310, 312 
People (Great Britain ), 379 Education for All Handicapped Children Act of 1975 
Doremus, Mary Nemec, 510 
Doren, Anthony J., 334 
Doug Maure Technology Fund, 428 
Dougher, Michael J.: see Holburn career planning, problem-solving approach, 
Dow Jones Financial Network, 326 470-471 
case studies of disabled workers, 494 
and changing economic foundation, 463 
clerical work and women, 242 
computer careers, 242, 514 
computer use in , 220 
Deborah Kent, 494 Edwards, Bradley, 334 and concept of cosnanaiiiees 487-489 
Drivers, blind, 288, 334 Egolf, David P, 286 dictionary of occupational titles, 454 
Drtina, Jan, 335 Eighth Circuit Court of Appeals, 146 disability insurance recipients and work projects, 
Duke University, 140, 188 Elder, Billie P, 381 132 
Dumbauld, Judge, 146 Elderly: see Aged, aging and discrimination against the disabled, 328, 418 
Dunkel, Edmund C., 334 Electrical safety hazards, checking, 190 discrimination under Section 504, 132, 328 
Dupuis, Syivio L., 288 Electro-Mechanical Vocational Assessment Manuals, and educational programs in career development, 
Dye laser, organic, 92 420 444-449 
Electronic aids, mobility and electronic mobility aids, 332 
E Binaural Sensory Aid, 114 handbook of entry-level jobs, 454 
Bionic Laser Cane, 114 information occupations, 463 
Bui Device, 114 and job awareness, 473-474 
, —_— Canterbury Child's Aid, 4-11, 114 job-placement counseling program, 236, 238 
. Computerized Travel Aid, 114 job training for veterans, 276 
development of, 114 managerial positions, vocational evaluation, 
| and employment, 332 478-480 
Cd flashlights, 110, 257 museum work, training internship, 427 
POA Laser Cane, 114 occupational distribution, men and women, 242 
G5 Obstacle Detector, 114 and occupational interests, 475-477 
: and on-the-job instruction, 481-486 
as Playboy Bunny, 42 


Social Security and work disincentives, 228 
sports and recreation field, 510 

status of minorities, 241 

status of the severely visually impaired, 241-244 
tax incentives for hiring, 32 


transition from school to work, 466-472, 512, 514 
unemployment and underemployment, blind 
persons, 444, 490-491 


and vocational readiness, 450-457 
volunteer placement, 130 
women, 241-244, 458-461, 514 


Act (H.R. 2030), 228 
Emrich, James S., 288 
— Software Company, speech synthesis program, 


Enfield, Connecticut, disablity award, 238 


blindisms and prevention, 400-401 
cassette guide to transport in, 379 


Dorothy 

Euthanasia, 416, 418 
Excel/Media, Inc., 265 
Executive Data Systems, Fund Accounting System, 80 
Exercise 

physical education IEPs, 375 

physical fitness program, older blind adults, 97-99 
Exit training, emergency, 401-403 
Eye banks, corneas, 42 
Eye disease/eye defects 

achromatopsia, 256 

albinism, 255, 256 

amblyopia, 38, 248, 249, 250 


and birth factors, 248-251 


buphthalmos, 248 
carbon monoxide retinopathy, 234 
cataracts, 38, 44, 188, 248, 249, 255, 334, 375, 392 


393 
diabetic retinopathy, 12, 16, 38, 40, 42, 92, 234, 248 
galactosemia, 248 
glaucoma, 16, 118, 120, 188, 248, 255, 256, 375, 482 
infections, 138 
macular degeneration, 40, 92, 117-118, 236, 


nutritional, 130, 138, 334 
nystagmus, 249 
optic atrophy, 205, 248, 393 


optic neuritis, 250 
photophobia, 256 
phthisis bulbi, 393 
retinal degenerative disease, inherited, 379, 427 
retinal detachment, 38, 140, 188 
retinal receptors, congenital absence of, 248 
retinal vein occlusion, 92 
retinitis pigmentosa, 109-111, 118, 226, 248, 255 
256, 379, 404-405 
retinoblastoma, 188, 248 
retrotental fibroplasia (retinopathy 
38, 40, 130, 162, 188, 248, 307, 385 


Eye stress and strain, reducing, 362 


F 


Facts of Life( TV), 510 
Failla, Anne C., 94 

Fair Labor Standards Act, 381 

Fales, Sharon, 96 

Families Against Society ( Darling), 418 
Family 


Federal Labor Laws of Special Interest to Women, 242 


Federal Register, 30, 145, 228, 414 


50th Anniversary Edition, The Report of the Committee 


on Economic Security of 1935, and Other Basic 
Documents Relating to the Development of the 
Social Security Act, with essays by Wilbur Cohen 
and Robert Ball and Foreword by Alan Pifer and 


Fire-drill training, 401-403 

Fire prevention booklet, 379 

Fireworks Injury Project, 190 

First Byte, 80 

First Helen Keller World Conference on Services to 
Deaf-Blind Persons, 207 

First Primer of Microcomputer Telecommunications 
(The), by Jim Cambron, 366 


of prematurity ), 


“A Program for Sighted, Blind, Low Vision, and 
Disabled Volunteers,” 352-353 

Fraser, Douglas, 412 

Free appropriate public education (FAPE), 145, 146 


System, 
Fung, Bernard K-K, 142, 192 
Furuta, Nobuko: see Muranaka 
Future World, 204 


G 


G5 Obstacle Detector, 114 

Gadsden, Regina 
“Educational Software from Sliwa,” 498 

Gaetano, Charles A., 334 

Galactosemia, 248 

Gallagher, William F., 130, 140 

Gallaudet College for the Deaf, 207, 358, 361 
“Annual Survey of Hearing Impaired Children and 
Youth,” 360 
Center for Demographic Studies, 386, 388 

Gallaudet, the Reverend, 161 

Galloway, Paul, 332 

Games, 196, 272, 428 

Gardner, Eileen, 176, 178 


“Survey of Multiply Handicapped, Visually 
Impaired Children in the Rocky Mountain/ 
Great Plains Region,” 385-391 

Gatlin, Larry; the Gatlin Brothers, 510 

Gay News Information and Communications Network, 


“Stranger Responses to Visually Impaired Infants: 
Sequence and Content,” 244-247 
Gemini Electronics, 128 
General Accounting Office (GAO), 278 
General Instrument speech processors, 222 


problems and recommendations, 420 Flumenbaum, William, 138 
professional positions, vocational evaluation, Fluorophotometry, 42 
478-480 FOA Laser Cane, 114 
rehabilitation counseling, 242 Fonda, Gerald, 234, 236, 423 
segregation and desegregation, 462-465 Fontenot, Genella, 96 
Food and Drug Administration ( FDA ), 504 
Forecast Public Artspace Productions ( Minneapolis ), 
92 
Forskolin, 188 
Fort Bliss, 288 
technica! positions, vocational evaluation, 478-480 Foulke, Emerson, 174, 332 
technological, 481-486 Foundations of Orientation and Mobility, by R. Welsh 
and technology, research in, 370 scotomas, 256 and B. Blasch, 306 
strabismus, 248, 249 Fourteenth Amendment, 278 
a =: es 
vitreo-retinal degeneration, 255 France and education of the deaf, 174 
vocational choice and personality characteristics, xerophthalmia, 334 Frank, Robert N., 38 
436 Cs Franks, Jeannette 
a a 
word-processing training program, 500 Free, Sally, 9€ 
work opportunities, SSA policies, 370 Freedman, Saul 
work program for deaf-blind rubella students, 59-64 “Vision Prostheses and Aids: Psycho-Social Issues 
working-age population, state-by-state breakdown, of Readiness or Appropriateness,” 116-117 
174 Frieden, Lex, 192 
workshop service standards, revision of, 381 Friedman, Claire Taylor, 335 
workshops and segregation, 462-465 attitudes toward affliction, 164-166 Friedman test for rank-ordered data, 67 
Employment Opportunities for Disabled Americans Family Skills audiocassettes, 266 Friends-in-Art ( FIA ) group, 94 
Fannin, Rebecca, 286 Froschi, Merie, 35 
FAPE: see Free appropriate public education Fryer, Robert S., 364 
Far West Laboratory for Educational Research and Functional vision, research grants, 190 
Development, Instructional Management Program, tive Data Systems, 80 
eS 80 
Fearon, Mrs. Robert H., Jr., 334 
a Federal Beefs for Veteran and Dependents : 
Enoch, Jay, 284 (handbook), 192 } 
EPCOT Center, 204-205 Federal Election Commission, 370 || 
EPIE Institute, 420 Federal Employees Health Benefits Program, 72 
Epikeratophakia, 188 ee 
(See also: Cataracts ) ee 
Epson HX-20 Notebook Computer, 222, 498 Federal Small Business Administration, 412 
Equipment and Materials fo.. Mainstreaming the Federation of Protestant Welfare Agencies, 516 
Visually Impaired ( video-cassette ), 324 Feinbloom Vision Rehabilitation Center, 142 
Eschenbach line of low vision aids, 96 Feinbloom, William, 142 
Eshet, Shari: see Wohl Ferrante, Olivia, 322 
Essock, Edward A., 334 Ferrell, Kay Alicyn 
“Parents as Partners and Advocates,” 203-204 
Ferrell, Kay Alicyn 
“Purpose in Our Doing: Understanding the Reasons 
Behind Our Activities,” 164-166 
Fewell, Rebecca R.: see Busse 
FIA: see Friends-in-Art 
Field, Sally, 82 Gardner, Laurence R. 
Fifferman, Eileen, 335 “Low Vision Enhancement: The Use of Figure- 
Fifth Canadian Interdisciplinary Conference on the Ground Reversals with Visually Impaired 
Visually Impaired Child, 142 Children,” 64-69 
Ss §8=—| Gardiner Webb College, 140, 142 
Garner, Alec, 38 
Garrison, John, 220 
aniridia, 255, 256 Gates, Carmella and David L. Kappan 
anophthalmia, | “Teacher Preparation in the Education of Visually 
aphakia, 393, 394 Forrest Chisman, 362 Impaired Children: A Multi-Competency 
astigmatism, 256 Fight for Sight, Inc. Approach,” 306-307 
ee Scientific Awards Program, 40, 514 Gates, Carmella Ficociello 
Figure-ground contrast, 65 
64-69 
393-394, 482, 502, 504, 506 Film Review 
chorioretinitis, 256 Places in the Heart, directed and written by Robert 
choroid degeneration, 255 Benton, reviewed by Deborah Kent, 82 222 
coloboma, 256 Fine, Michelle, 35 Gazarek, Lisa, 335 
color blindness, 392-393 Fingerspelling, 105, 207 Gelb, Steven A. ¥ 
ee General Systems Theory, 264 
250, 256 Genes and tumors, 188, 190 
microphthalmia, 392 Genshaft, Judy: see Gutterman 
myopia, 255, 426 Fisher Exact Probability Test, 8, 10 George Reed Foundation for the Handicapped, 128 
neovascular membranes, 40, 92 Fitzgerald, C., 40 George B. Storer Foundation, 406 
Flashlights, 110, 257 Georgia State Department of Education, 242 
Fliptrack Learning Systems, 266 Geraghty, John, 334 
Florida Council for the Blind, 234 Geriatric medicine, 379 
11 


Gerontological Society of America, 44, 190 

Giannini, Margaret J, 375 

Gibson, Mark, 76 

Gilbard, Jeffrey P, 334 

Gilbert, Joan S., 334 

Gill, John, 379 

Gilman, Sen, 178 

Glasses, eye: see 

Glaucoma, 16, 118, 120, 248, 255, 256, 375, 482 
congenital, 248 
medication for, and accommodation and night 


“Career Development: Linking Education and 
Careers of Blind and Visually Impaired Ninth 
Graders,” 444-449 

Gray, William, 264 
Greater Council of Workshops for the Blind, 220 
Greater Detroit Society for the Blind, 288, 479 


Group reminiscing session, elderly people, 190 

Guard, Patricia J., 276 

Guerrero, Luis, 96 

Guggisberg, Charlene, 335 

Guide to Children’s Art Appreciation (A), 420 

Guide to Guide Dog Schools (A), by Charies Warnath 
and Edwin Eames, 140 

Guidelines on Interpreting for Deaf-Blind Persons, \OS 

Guillemet, Serge, 335 

Guinan, James M., 94 

Gutterman, Jo Ellin, Margorie Ward and Judy Genshaft 
“Correlations of Scores of Low Vision Children 
on the Perkins-Binet Tests of Intelligence for 
the Blind, the WISC-R and the WRAT,” 55-58 

Guy, Arthur, 410 


Haggerty, Robert, 412, 414 
Half the Battle, by Lynn Hall, 214, 216 
Hall, Amanda, 284 
Hall, Prank H., 161 
Hall, Lynn, 214, 216 
Hamilton, Nancy, 142 
Hammerschmidt, John Paul, 414 
Hancock, Eileen, 335 
Handbook of Entry-Level Jobs (A): A Guide for 
Occupational Investigation, 454, 455 
Americans Reports, 32, 130, 132, 178, 
228, 278, 328, 368, 370,412,414 - 
Children's Protection Act of 1985 
(S. 415), 278, 327-328, 412 


Handicapped Assistance Act of 1985 
(HLR. 1432), 132 
and Labor, Health and Human Services 
Subcommittee 
hearing on state facilities for the mentally ill and 
retarded, 226 
Handicapped programs, budget for, 84, 86, 130, 178 


Hargrave, Paul A., 142, 192 

Harley, Randall K., Jarnes W. Pichert and Merrie 
Morrison 
“Braille Instruction for Blind Diabetic Adults with 
Decreased Tactile Sensitivity,” 12-17 

Harris, Ed, 82 

Harris, Leonard, G. Keith Humphrey, Darwin M. Muir 
and Peter C. Dodwell 
“Use of the Canterbury Child's Aid in Infancy and 
Early Childhood: A Case Study,” 4-11 


Health Care Financing Administration, 272, 278, 
328, 502 
Health care for veterans, 276 
Health insurance plans, employer-provided, 412, 414 
Health Interview Survey, 385 
Health Maintenance Organizations, 72 
Health and nutrition index, 422 
Health Security Action Council (HSAC ), 412 
Health Security News, 412 
Hearing loss and retinitis pigmentosa, 404-405 
Hearing skills, group training program, 100-103 
Heath, Kareena, 142, 192 
Heckler, Margaret, 132, 176, 228, 328, 406 
Heins, Lisa, 335 
“Helen Keller Deaf-Blind Awareness Week,” resolution 
for, 178 
Helen Keller International, 42, 334 
and nutritional blindness, 138, 426 
and rehabilitation of rural blind, 174 
Helen Keller National Center (HKNC), 105 
Helen and Teacher (Lash ), 334 


Hewlett-Packard HP 150 Touch Screen 
, 168 

Highbrook Lodge, 516 

Hill, Anita, Christopher Spencer and Kate Baybutt 
“Predicting Efficiency of Travel in Young, Visually 
Impaired Children from Their Other Spatial Skills,” 
297-300 

Hill, Billie Jean, 42 

Hill, Everett, 140 

Hill Performance Test of Positional Concepts, 299 

Hines Hospital (VA), 301 

Hislop, David, 166 

Historic sites, preservation and access to, 234 


House Water and Energy Committee, 412 

House Ways and Means Committee, 370, 412, 502 
panel on Social Security, 328, 370 

Household cleaning tasks, training in, 18-23 

Houston Center for Independent Living, 142 


Service Personnel (ACB), 324, 381 
Howe, Samuel G., 161, 162 


ly Handicapped 
Awareness About Jobs,” 473-474 
Hoyt, Kenneth B. 
“The Concept of Career Education: Implications for 
Blind/Visually Impaired Persons,” 487-489 
H.R. 370, 328 
H.R. 505: see Veterans’ Health Care Amendments 
of 1985 
H.R. 700: see Civil Rights Restoration Act of 1985 
H.R. 1408: see Emergency Veterans Job Training 


Program 

H.R. 1432: see Handicapped Independence 
Assistance Act of 1985 

H.R. 1538: see Veterans’ Compensation and Health 
Care Amendments of 1985 


H.R. 2030: see Employment Opportunities for 
Disabled Americans Act 


H.R. 2343: see Veterans Compensation Benefits 
Amendment 


Hawkins and Donald O. Weitzman, 174 
Human Factors Society, 174 
Humphrey, G. Keith: see Harris 
Humphreys, Robert, 178 
Hunt, Frederick D., Jr., 412 
Hurst, ).R.: see McCarron 
Huse, Sylvester, 228 
Husveg, Arne, 335 
Hytner, Ervin, 132 


I 


IAPB: see International Agency for the Prevention 
of Blindness 

IBM computers, 28-29, 80, 126, 128, 170, 220, 222, 
366, 408, 498 
IBM PCs, maintenance and repair guide, 362 


If Blindness Strikes, Don't Strike Out: A Lively Look at 
Living with a Visual Impairment, by Margaret M. 
Smith, 122 

Illinois Braille Series, 12, 15, 16 


Illinois School for the Visually Impaired, 272 

“I'm On My Way” braille-reading program, 312, 314, 316 

In Brief, compiled and annotated by Wendy Erickson, 
174, 265-266, 324, 362, 420, 494 

In Search of Excellence, 265 


audio consumer education series, 494 


by Monica Loose Jones, 324 
Homework Program, Control Data Corporation, 170 
Homstad, Diane, 96 
Honey Bee Lens, 234, 236 
Honeywell Round thermostats, 238 
Hoover, Richard, 334 
Horowitz, Amy, 381 
Handicaps, responsibility for, 176, 178 HOTYV Matching Test, 379 
Hanson, Howard H., 335 House Committee on Education and Labor, 414 
House Committee on Veterans’ Affairs, 276 
House Education and Labor Committee, 276 
travel, 256 House Energy and Commerce Committec, 502 
reducing intraocular pressure, 188 House Judiciary Committee, 276 ’ 
ultrasound therapy, 188 House Oversight Hearings, 463 
Glendale Federal Savings and Loan Association House Social Security Subcommittee, 132 
(California ), 288 House Subcommittee on Aging, 504 
Glover, Danny, 82 House Vetcrans’ Affairs Committee, 414 
Goddard, H.H., 55 
Goetschius, Herbert T., 94 
Goevert, Donald, 142 Hart, Roy J., 334 
Gohke, Kazuko: see Muranaka Hartenstine, Dennis L., 187 
Goldberg, Sheidon L., 512 Hartley, Terina, 335 
Golden Books, |! Hartline, Peter H., 334 Houston Lighthouse for the Blind, 470 
Goodenough: Harris Drawing Test, 66 Harvard Business Review, 422 How to Serve Blind and Visually Impaired 
Goodkin, Mark, 96 Harvey, Suzanne, 96 Passenger 
Good-Lite Company, 379 Hashemi, Shohreh, 334 Fd 
Goodman, Kenneth, 5 Hatch, Orrin, 328, 412 
Goodman, Lois, $12 Hatlen, Philip, 284 Howe Press 
Goodrich, Gregory L.: see Morrissette Hatten, Yankton, 82 braille books, 2 
Gordon, Mae, 42 Hauck, David, 272 jumbo braille writer and slate, 12 
Goren, Mike, 408 Haught, Evelyn L., 512 Howze, Yvonne Simmons 
Gorman, Mrs. Bartle }., 334 Hauy, Valentin, 161 
Gorney, Danie! j., 288 Hawkins, Augustus, 132 
Governors Committees on Employment of the Hayes, Samuel P, 55 
Handicapped, 510 Hayes-Binet test, 55 
Grace, Sherry, 148 Hazemaster lenses, 256 
Grander, John L., 238 
Grant, Maria, 40 
Grants: see Awards, Scholarships and grants 
Graves, William H., 434 
and Steve Lyon 
ae 
Greenberg, David A., 96 
Greenhalgh, Robert: see Suttie Human Factors Applications for Disabled Persons: 
1 Walter H 
Heige, Doris, 236 
Heliography, 259 
Heimsen, Mary, 42 
Henry, John, 192 
Heritage Foundation, 176 
IBM Corporation 
Hadicy School for the Blind, 130 sign-language manual, 170 
Hafer, Marilyn: see Johnson ICIA: see International Communications 
Hagen, Budd, 408 Industries Association 
IEPs: see Individualized Education Programs 
Hitchens, Mrs. Walter A., 334 
HKNC: see Helen Keller National Center 
Hnot, Valerie, 334 
Hodgson, Barbara McGregor, 94 
Hoehn-Saric, Christopher, 272 Illinois College of Optometry, 96, 426 
Hoffman, Paul, 334 Illinois School for the Blind, 161 
Hoffman-LaRoche, 138 
Holburn, C. Steven and Michael J. Dougher 
| “The Fire-Alarm Game: Exit Training Using 
Negative and Positive Reinforcement Under Varied 
Stimulus Conditions,” 401-403 
Home Care for the Chronically Ill or Disabled Child: A Independent living 
Manual & Sourcebook for Parents and Professionals, SCS 
12 


cassette guide to transport (Great Britain), 379 
hazards, 190 


Inland Empire School of the Bible, 176 

Inside the Personal Computer, by Sharon Gallagher, 
212 

Insight In Sight, 142 

Inspirational booklets, 286 


“Inspire '85” (sports and arts festival ), 510 


(OASIS-IS), 475-477 

Interface Systems International, 126 

Interim Hayes-Binet test, 55 

Internal Revenue Service (IRS), 32, 170 
discontinuing braille productions, 178 

International Agency for the Prevention of Blindness 
(IAPB) 
Second General Assembly, 174 

International Communications Industries Association 
(ICIA), 326 

International Federation for the Blind, 335 

International Society for the Study of Behavioral 
Development, 190 

International Standard Manual Alphabet, 104, 105 

International symbol, blindness, 426 

International Symposium on Low Vision, 427 

International Year of Disabled Persons, 174 

In-Touch Networks, 494 

Intraocular pressure, reducing, 188 

IRS: see Internal Revenue Service 

Irwin, R.B., 55 

Irwin, Robert, 117 

Irwin-Binet test, $5 

ISIS (large-print publisher ), 94, 422 

Israel 


teaching braille in, 312, 314, 316 
ITT Night Vision Aid (NVA), 109, 110 
IWRPs: see Individualized Written Rehabilitation 


“Jobs Bill” (PL. 98-8), 30 
John FE. Kennedy Center for Research on Education 


and Human Development, 140 
John Milton Society, New York, 172 
Johns Hopkins University (The ), 42 


JVIB: see Journal of Visual Impairment & 
Blindness 


K 


Kaiser Roll 5K and 10K runs, 236 


Kate Quinion's Days, by Susan Shechan, 120, 122 
Katz, Norman D., 516 
Kaufman, Joanna, 284 
Kavesh, Laura, 332 
Kay, Leslie, 4 
Kaysen, Jesse, 410 
KDKATV (Pittsburgh ), 332 
Keller, Helen, 142, 207-208, 465, 494 
Kellogg Foundation, 512 
Kennedy Center for the Performing Arts, 427 
Kennedy, Edward M., 132, 226 
Kennedy, William A., 286 
Kenneth T. and Eileen L. Norris Foundation, 381 
Kenney, Alice P, 238 
Kent, Deborah, 35 
“Public Policy and Ethical Choices,” 416, 418, 420 


“Career Awareness: An Urgent Need of Blind and 
Visually Impaired Students,” 489-492 

Klee, Kenneth and Roswitha 
“Group Training in Basic Orientation, Mobility and 
Hearing Skills,” 100-103 

Koenig, Alan J., Catherine G. Mack, William A. Schenk 


“Home-Grown Toys: The Learning Pillows,” 158-159 


Legal fees, 

327-328, 412 
Legally blind population, extent of, 241 
Legislation 


Architectural Barriers Act of 1968 (P-L. 90-480), 
427 

bill to eliminate work disincentives for Social 
Security recipients, 228 

bill to extend Daylight Savings Time, 226 

bill for protection of the mentally ill, 226 

California, developmental disability centers, 199 

Civil Rights Act of 1964, 132, 241, 462, 464 

Civil Rights Restoration Act of 1985, 132, 276 

ive Employment and Training Act 

(CETA), 468 

Copyright Act of 1976, 326 

Deaf-Blind Act (PL. 90-247; PL. 91-230, Title VI-C), 
307, 386 

Developmental Disabilities Act of 1984, 226, 412 

Education for All Children Act of 
1975 (PL. 94-142), 50, 145-149, 150, 162, 276, 
278, 307, 327-328, 357, 358, 360, 385, 386, 412 

Elementary and Secondary Education Act 
(PL. 89-313), 357, 358, 385 

Emergency Veterans Job Training Program, 276 

Fair Labor Standards Act, 381 


es ~ 
a ==: 
commercially available products for, computerized Kurzweil, Raymond, 190 
listing, 128 study of Medicare rate system, 328 Kurzweil Reading Machine, 76, 152, 190, 324, 326, 512 
Community Adjustment Program, 49-54 Johnson, Eartha, 142, 192 Kurzweil 250 music synthesizer, 190 
deaf-blind, 205-208 Johnson, Suzanne and Marilyn Hafer Kusserow, Richard, 504 
guide to air travel, 324 “Employment Status of Severely Visually Impaired Kuyk, Thomas 
household tasks training, 18-25 Men and Women,” 241-244 “Word Processing Experiences with Two Large 
interdisciplinary approach to training, 341-346 Jones, Clarice, 278 Print Computers,” 498, 500 
and NIHR grants for research, 370 Jones, James R., 328 Kycocera Corporation, 325 
Indiana Corporation for Science and Technology, 364 Jones, Shirley, 30 
Indiana Rehabilitation Services Board, 516 Jose, Randall T., 375 
Individualized Education Program ia Physical Journal for Education of the Visually Handicappea, L 
Education (IEP/PE ), 375 286, 462 
Individualized Education Programs (IEPs), 105, Journal of Rebabilitative Optometry, 375 Labor and Human Resources Committe, 412 
145-149, 203, 278, 327, 360, 364, 469 Journal of Vision Rebabilitation, 375 Laguna Honda Hospital, 422 
Individualized Written Rehabilitation Programs Journal of Visual Impairment & Blindness (JV1B), 32, LaMaine, Joe, 514 
(TWRPs), 105, 107, 469 44, 166, 366, 423 LaMay, Jim, 96 
Infant vision development, 38 editorial notes, 320 Lambert, Ross W., Jr.: see Schulz 
Infections, eye, 138, 385 need for book reviewers, 320 Lambrecht, Richard M., 40 
Information service on services available, 286 special issues, 325, 433 Lancaster County ( Pennsylvania ) Association for the 
Ingram Book audiocassettes, 266 J.P. Trading, Inc., 397 Blind, 142 
Inkbraille, 166 Julesz, Bela, 375 Lang, Mary Ann, 192 
ae iapapringnes 
Language acquisition, blind infants, 111-112 
Language development 
elementary age children, 289-292 
|| guide, 324 
TTT Lanier word processors, 500 
Institute for Vision Research, SUNY, 44 ee Lanterman Mental Retardation Services Act 
Instructional Material Centers for the Visually Kansas, Department of Education, 360 (California), 199 
Handicapped, 115 Kappan, David L: see Gates Lap computers, 325-326, 498 
Insulin nasal spray, 236 Karp, Adrienne brailler, 326 
Intelligence tests: see Assessment, tools and tests “Hearing Loss Associated with Retinitis Large print 
Interdisciplinary approach to training, 341-346 Pigmentosa,” 404-405 braille type transcription, 138 
Interest Schedule, Occupational Aptitude Survey Kaskins, James, 462 computer screen review program, 80 
cookbook, 422 
encyclopedia, 284 
increased availability and use, 422, 427 
large print computers and word processing, 498 
magazines available, 379 
new British publisher, 94, 422 
opera libretti, 422 
software, computer, 80 
Thorndike Americana series, 379 
Large Print Computer, 308 
Larson, Christine, 335 
Laser Canes, 114 
Laser treatment, 40, 92, 188 
Lash, Joseph, 334 
Laurence-Moon-Biedle syndrome, 255, 404 
Law, Alan G., 128 
Kentucky Department for the Blind, Technical Law, David H., 238 
Services Unit, 410 Lawrence, Margaret 
Kentucky PortaBraille and PocketBraille manuals, 410 “Low Vision Care: The Kooyong Experience,” 
Kern, Tressa R. and Cynthia E. Shaw 337-340 
“An Interdisciplinary Approach to Training the Adult Lazy Writer word processing system, 364 
Blind Client: Occupational Therapy and Orienta- Learning disabilities, directory of services for, 494 
tion and Mobility Collaborate,” 341-346 Learning pillows, 158-159 
Kerrigan, Elizabeth, 335 Leber's syndrome, 255 
Kerry, John, 278 LeBlanc, Gary A. and Steve Obremski 
Kessler Institute for Rehabilitation, 96 “Walt Disney World Now Accessible,” 204-205 
es os 
Kilo, Charles, 42 
Programs Kilo Diabetes and Vascular Research Foundation, 42 
Kingsbrook Jewish Medical Center, 512 
Kinoshita, Jin H., 38 
J Kirchner, Corinne, 320 
“Third-Party Financing of Low Vision Services: 
Jackson, Germaine, 510 Part Il,” 70-72, 74 
Jacobson, William, 428 (see also Packer) 
James, Gennie, 82 Kirkman, Ralph E. 
Jameson, Dorothea, 192 
Japan Braiile Library, 396 
Japan Shipbuilding Industry Foundation, 334 
Jeffers, James S., 381 
Jeffords, James, 178 
Jennison, M. Harry, 416 
Jensen, Kai Otto and S.C. Ashcroft 
“The Lightwedge: An Aid for Severely Visually “Developing Writing and Word Processing Skills 
Impaired Persons,” 261-262 with Visually Impaired Children: A Beginning,” 
Jernigan, Kenneth, 140 308-310, 312 
Jewell, Jerry, 510 Koestler, Frances, 96, 334, 428 
Job Readiness Clinic, University of Texas, 470-471 Komoski, Ken, 420 
Job Training Partnership Act, 467 Kooyong multidisciplinary clinic, 337-340 
Jobs, job awareness: see Employment Krause, Gayle, 334 
ee. °.-- 
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Handicapped Children’s Protection Act of 1985 
(S. 415), 278, 327-328, 412 
H.R. 370, 328 
Job Training Partnership Act, 467 
on Medicare, pending, 502, 504 
Mental Health Law Project, 32 
Mental Health Systems Act of 1980, Title V, 226, 
327, 412 
Michigan Mandatory Special Education Laws, 150 
PL. 98-8 (“Jobs Bill”), 30 
and postal rates, 78, 130, 228, 414 
Protection and Advocacy for Mentally Ill Persons 
Act of 1985 (S. 974), 327, 412 
Public Act 451 (Michigan ), 150 
Randolph-Sheppard Act, 30, 178 
Rehabilitation Act of 1973, 18, 241, 414 
Section 502, 427 
Section 504, 42, 130, 132, 178, 278, 327, 328, 475 
Rehabilitation Services Act of 1973, Title VII, 414 
resolution for “Helen Keller Deaf-Blind Awareness 
Week,” 178 
Social Security Act of 1935, 72, 132, 228, 362 
Social Security Disability Insurance, 132 
Social Security Disability Reform Act of 1984, 370 


books and magazines for the blind and physically 
handicapped, 12, 130, 370, 420, 422 
and braille editions of Playboy, 370 
magazines, information on, 379 
National Library for the Blind and Physically 
Handicapped, 516 
print-braille books, 2 
“Read More about It” programs, 142 
talking books: see Talking Book Program 
Library services 
audio-book recording booth, 514, 516 
automated circulation, 220 
award for, 96, 428 
braille books, 2, 12, 122, 130, 142, 422 
large print, 422, 427 
occupational information library, Detroit, 479 
Talking Book program, 84, 115, 122, 130, 238, 340 
talking catalog, 512 
talking terminal library, 170 
Libretti, opera, braille and large print, 422 
Life skills seminars, 500 
Light probes, 354, 355 
Lighthouse (The ): see New York Association for 
the Blind 
Lighthouse of Houston (The ), 142, 192, 334 
Lightprobe, 114 
Lightwedge, 261-262 
LINC Notes, 128 
LINC Resources, 78, 270, 272 
LINC.UP, 366 
Liquid Crystal Displays, 325 
Lisa H., by Richard Severo, 381 
“Listen In,” 364, 366 
Listen for Pleasure Limited, 266 
Listen USA audiocassettes, 266 
Lit, Alfred, 96 
Liversidge, Ellen B., 96 
Living Language cassettes, 265 
Livingston-White, Debora’:, Catherine Utter and 
Queen Esther Woodard 
“Follow-Up Study of Visually Impaired Students of 
the Michigan School for the Blind,” 150-153 
“Log of the Bridgetender” ( FIA newsletter ), 94 
London Fire Brigade, 379 
Lonergan, Alberta, 334 
Long cane, full mobility program, 100-103, 344 
Loubier, Patricia, 96 
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Louisiana Council of the Blind, 334 
Louisiana State University 

Bye Center, 375 

School of Medicine, Pediatric Ophthalmology 

Service, 188 

Louisiana Very Special Arts Quintet, 510 
Low birth weight and visual dysfunction, 248-251, 418 
Low light and visual impairment, 255-256 
Low vision 

enhancing capabilities for distance tasks, 427 


and psycho-social issues, 113-117 
reading: see Reading aids and materials 
spectacles, sunshicids, 256 
telescopes, 234, 236 
white cane, night mobility, 257 

Low vision clinic survey, 71-72 

Low Vision Clinical Society, 375 

Low vision services 
enhancement of functioning, 64-69 
interdisciplinary approach, 341-346 
multidisciplinary clinic, 337-340 
patients who benefit from, 337-338 
third-party financing of, 70-72, 74 
(see also Service delivery 

Lowenfeld, Berthold, 284, 462, 465 

Lowry, Sherry, 272, 366 

Ludwig, Irene, 510 

Luhan, Sonja, 334 

‘Luiselli, James K. 
“Behavioral Training in the Acquisition of Skills 

for Blind, Severely Retarded Adults,” 293-297 

Lukoff, Irving F., 462 

Lynch, Andrea, 334 

Lyon, Jeff, 416, 418 

Lyon screen review large print program, 80 

Lyon, Steve: see Graves 


M 


McCabe, C. Patricia, 288 
McCallum, Patricia J. 
“Transition Trauma from a Parent's Perspective,” 472 
McCann, John, 94 
McCarron, Lawrence T. and J.R. Hurst 
“Vocational Readiness Curriculum: Preparing 
Visually Multi-Handicapped Students for the World 
of Work,” 450-457 
McComas, James D., 187 
Macdonald, Roderick J. 
“On Gaining Independence as a Deaf-Blind Person,” 
205-208 


“The Deep Freeze: Federal Programs for 
Handicapped Persons and the Fiscal Year 1986 
Federal Budget,” 84, 86 

McGinnity, Betsy L. 

“Community-Based Training a Component of 

Career Education for Deaf-Blind Youth,” 466-467 
McGrath, John E., 334 
McGuire, Timothy, 78 
Mcintire, Jonathan C. 

“The Future Role of Residential Schools for 

Visually Impaired Students,” 161-164 
Macintosh microcomputer, 80, 222 
McKinley, Donna, 386 
McSteen, Martha A., 228 
Macsystem/NW (bulletin board ), 222 


Macular degeneration, 92, 117-118, 250, 256 
and dark eyes and hair, 236 


Malkovich, John, 82 

Mangus, Lorna, 142, 192 

Mann, Robert, 114 

Manor House, Torquay, England, 347 

Mansolo, Ronald P, 334 

Manual for Integrating Persons with Disabilities into 
International Educational Exchange Programs (A), 
420 

Maps, mapping 
tactual maps on capsule paper, 396-399 

March of Dimes research Gepartment, 416 


Martin, Edwin, 116 
Martinelli, Angelo, 334 
Maryland 

state maps for the visually impaired, 375, 379 
Maryland Computer Services, Inc., 96, 168, 288, 308 
Maryland School for the Blind, 96, 516 

summer program for the multiply handicapped, 318 


Massachusetts Association for the Blind, 422 
Massachusetts Commission for the Blind, 241 
Massachusetts Eye and Ear Infirmary, 288 
Massage as therapy, 58 
Masseurs, blind, 58 
Mastantuono, Albert K., 334 
Master Talker, 270 
Math Decathlon game, 272 
Matsuda Maryon M. 
“Facilitating the Language Acquisition Skill of 
Blind Infants.” 111-112 
Matsumoto Yushi Seiyaku Co., Ltd., 396, 397 


MBOSS-1 Braille Printer, 29 
Medficid Center Treatment Program, 270 
Media and Disability seminar, 332 
Medicaid 
and new tax proposals, 368 
Medical College of Wisconsin, 192 
Medical history, pocket, 272 
Medical treatment for handicapped newborns, 176, 
284, 307, 368, 416, 418, 420 
Medical Trust (The ), 236 
Medicare 
and cataract surgery, 502, 504, 506 
and cost containment, 504 
initiation and purpose, 502 
new rate-setting system, 328 
overpayments to hospitals, 278 
pending legislation on, 502, 504 
proposed tax on beneficiaries, 412 
Prospective Payment System ( PPS ), 504 
Medicare and Medicaid 


and fiscal 1986 federal budget, 84, 86 
and low vision clinics, 72 


Meieran, Gillian M., 335 
Mental Health Law Project, 32 


krypton laser photocoagulation treatment, 40 
“Magazines in Special Media: Subscription Sources” 
(Library of Congress), 379 
Magic Kingdom: see Walt Disney World 
Magliozzi, Anthony, 334 
Magnifiers, handheld distant monocular, 256 
Maillard, Eugene, 510 
Maine Center for the Blind, 187 
Mainstreaming the Visually Impatred ( video- 
cassette ), 324 
international conference on, 332 Making of Blind Men (The), by Robert Scott, 320 
international symposium, 427 
“Low Vision Ahead” 
procecaings of 1980 conference, 340 
Low vision aids 
Corning CPF lenses, 256 
Eschenbach line, 96 
handheld monocular magnifiers, 256 
Hazemaster lenses, 256 
Honey Bee Lens, 234, 236 
long cane; group mobility training, 100-103 
mobility: see Mobility aids 
Mardirossian, Jonathan, 334 
Mark Enterprises, 126 
Veterans Compensation Benefits Amendment of Marketing and Media Decisions, 286 
1985, 276 Marketing target generation, 286 
s Veterans’ Compensation and Health Care Marland, Sikiney P, jr., 488, 490 
Amendments of 1985, 414 Marmor, Michael F.: see Morrissette 
Veterans’ Health Care Amendments, 276 Marshall, Thurgood, 130, 132, 328 
Voting Accessibility for the Elderly and 
Handicapped Act, 370 
Leisure Technology, Inc., 44 
LeisureCare, 44 
Lesko, Audrey, 379 
UEsperance, Francis A., Jr, 92 
Lessard, Kevin J., 44, 381 
Levine, Marguerite, 334 Maryland State Department of Education, 318 
Levi-Strauss, Claude, 120 Marzloff, George, 334 
Lewis, Paul J., 268 Masoodi, Bashir A., 516 
2 —— 
Mattson, Barbara, 166 
Mature Outlook Club, 286 
Maure, Doug, 126, 428 
Mauro, Robert A., 427 
Maximizing Employment through Research, 420 
Maze negotiation, 9-11 
McFerren, Edward C., 142 
McGarry, Barbara 
budgets reduced, 412 
cost-report computations, 272 
Machemer, Robert, 140, 188 and pocket medical histories, 272 
Machier, Theodore J., Jr, 270 sensory aids coverage, 132 
| Mack, Catherine, 270 Meditch, Boris B., 94 
Mack, Catherine G.: see Koenig Medline Searching System, 302 
Mack, Grant, 140 Megatrends ( Naisbitt ), 463 
a 


Mental Health Systems Act of 1980, Title V, 226, 
327, 412 

Mental retardation 
homes for the mentally retarded and zoning laws, 


Michigan Department of Labor, Commission for the 
Blind, 151 
Michigan Mandatory Special Education Laws, 150 
Michigan Rehabilitation Center for the Blind, 259 
Michigan School for the Blind, 150-153, 163 
Michigan Special Education Administrative Rules, 
150-151 
Michigan State Board of Education, 150 
Micro MedPlan, 272 
Microbraille 2400 lap computer, 326 
Microcomputers, 76, 78 
Apple Il, 28, 76, 80, 308, 310 


conference on delivering technology to clients, 
220, 222 

courses in technology, 222 

educational annual, 212, 214 

educational explosion, 308-310, 312, 408 


Hewlett-Packard, 168 
in homes of impaired and disabled, 28-29, 222 
lap computers, 325-326, 498 


maintenance and repair guide, IBM PCs, 362 
Medicare/Medicaid cost-report computations, 272 
NEC-8201A, 325 


Tandy Model-100 portable, 325 
Tandy Radio Shack Model 4, 364 
VersaBraille Il portable, 326 
Zorba, 128 
Microphthalmia, 392 
Microsoft BASIC word processor, 325 


“Reading Comes Naturally: A Mother and Her Blind 
Child's Experiences,” 1-4 
Miller, Gerald, 96 
Miller, Ronald, 428 
Miller, Susan, 410 
Miller, William H. 
“The Role of Residential Schools for the Blind 
in Educating Visually Impaired Students,” 160 
Mims Infrared Mobility Aid, 114 
Mind's Eye (The), 266 
Ministry studies and state funds, 176 
Minneapolis Society for the Blind (MSB ), 92, 96, 236 
Minnesota Industries, 466 


Blindness and Low Vision, 420, 434-443, 445, 468, 
479, 512 
national conferences on career development, 514 
Sensory Aid Specialist Training Program, 512 
Missouri Bureau of the Blind, 238 
“Mr. Sunshine” (TV series), 332 
Mobility, adaptive techniques and aids, 124 
Mobility aids 
canes, 24-26, 100-103, 257, 343-344 
electronic: see Electronic aids, mobility 
guide dogs, 117, 190, 259, 260 
modified cane tips for winter, 24-26 
psycho-social factors, 117 
technology and personal needs, 113-116 
wheelchairs for the deaf-blind, 124 


Modern Maturity and 50 Plus (magazine), 286 
Mondale, Walter, 178 


Money, identifying by smell, magnetism or sound, 40, 
428 


Montana Association for the Blind, 318 
Montana State University, 318 
Montgomery, G.V., 276, 414 
Monument Tape Service, 94 

Moor, Pauline M., 335 


“A Study of the Effectiveness of the Wide Angle 
Mobility Light,” 109-111 
Morse, Alan R. and Ellen Trief 
“Diagnosis and Evaluation of Visual Dysfunction in 
Premature Infants with Low Birth Weight,” 248-251 
Morse Code vibrators, 222 
Moses, John F,, 334 
Motivational seminars, 500 
Motor rallying, 94 
Mould, Louise, 193-194 
(see also Arsnow) 
Mount Sinai School of Medicine, New York, 142, 192 
Mowat Sonar Sensor, 114, 257, 324 
Moyer, Jeffrey J. 
“The STORER Computer Access Center,” 406 
Mrazek, Robert, 178 
Ms. Foundation for Women, Inc., 35 
MSB: see Minneapolis Society for the Blind 
Muir, Darwin M: see Harris 
Multidisciplinary approach, low vision care, 337-340 


handicapped 
consulting them in their welfare, 114 
increase in, 385 
independent-tiving skills, 18 
and residential schools, 145-149 
services for, 386 
summer program in critical life skills, 318 


“Use of the Simplified Color Video Magnifier by 
Young Children with Severely Impaired Vision,” 
391-395 

Murphree, A. Linn, 188, 190 


National Academy of Science and Engineering, 241 
National Accreditation Council for Agencies Serving 
the Blind and Visually Handicapped ( NAC), 96, 

156, 187, 234, 381 


National Advisory Eye Council (NAEC), 192 

National Association of Parents of the Visually 
Impaired (NAPV1), 115, 335, 436 

National 


National Bi aille Press, 80, 140 
National Center for Health Services Research, 70 
National Center for Health Statistics, 241 


National Council of State Administrators Serving the 
Blind and Visually impaired (NCSAB), 154, 156 


National Easter Seal Society, 220, 332, 379, 422 
booklets, 286 

National Education Association, 414 

National Endowment for the Arts, 234 

National Eye Institute (NEI), 38, 40, 44, 190, 192, 226, 
358 
Clinical Branch, 375 
and fiscal 1986 federal budget, 84, 86 

National Federation of the Blind, 140, 381, 463 


332, 358, 408, 434 

grants for research and training centers, 370 
National Institute for Mental Health, 226 
National Institutes of Health (NIH ) 

effort to cut grant funding, 226 

and fiscal 1986 federal budget, 84, 86 


automating 
Talking Book program, 84, 115, 122, 130, 238, 324, 
340, 516 
National Organization on Disability, 335, 512 
Programs, 238 


Community 
National Public Radio-Cassette Publishing, 266 
National Rehabilitation Association ( NRA ), 379 


congenital degenerative, 255 
328 N 
state facilities for, 226 
and visual impairment, 199-202 NAC: see National Accreditation Council 
Mentally ill Naegele, Lois: see Nelipovich 
care of, 226 Nagie, Donald Reeves, 96 
institutions for, and visually impaired inmates, Naisbitt, john, 463 
262-263 Nania, Georges, 80 
legislation for, 327, 412 
Mentz, J. Roger, 412 
Merimee, Thomas J., 40 
Metacom, 266 
Metro Dade County Government ( Florida), 234 white cane, night travel, 257 
Metropolitan Museum of Art Mobility International USA, 420 Commission on Accreditation, 38 
training internship, 427 Costa Rican Exchange, 427 Commission on Standards, 381 
~— - otitan ne | 422 Mobility Rating Scale, 299 
ietz, George J., : 
Metzenbaum, Howard M., 228, 414 arse uence 
Michigan Department of Education, Special Education Blind 
Services, 151 and Visually Impaired, 115 
National Association of School Nurses, 414 
NS ac se nrc te 
and Visually impaired, 115 
National Association of State Directors of Special 
Education, 130, 358 
National Brailile Association, 130 
nee ee 
Moore, Mary, 116 Health Interview Survey, 385 
Moase, Rebest 5. 9¢ National Council of the Handicapped, 510 
Morgan, Keith S., 188 
— ty ce 37 rs 
classroom use, 128 Morrison, Merrie: see Harley National Council uf State Agencies for the Blind, 30, 178 
Commodore 64, 128 Morrissette, Diane L., Gregory L. Goodrich and National Council for Therapeutic Certification, 514 
pe a 
a a 
large print program, 80 National Field Service Program, 96 
and library circulation system, 220 National Health Council, 192 
“Listen In” voice synthesis program, 364, 366 National Health and Medical Research Council 
Macintosh, 80, 222 (Australia ), 340 
National Industries for the Blind ( NIB ), 142, 220, 288, 
position paper on serving multiply handicapped 
news publication for teachers, 410 blind people, 463 
and psychotherapy, 270 Special Projects, 288 
software and copyright, 326 National Institute on Aging (NIA), 94, 190 
software, volume of production, 498 National Institute for Blind and Partially Sighted 
and speech access capability, 366 Children and Youth ( Denmark ), 261 
talking, 222, 364 , speech thesis program National Institute for Blind Youth, Paris, 335 
aa i ; —— 
M National Institute for Handicapped Research ( NIHR), 
Miles, Shelly, 434 = ; grant proposals, 190 
Miller, Di ly D. survey of children, Rocky Mountains/Great Plains National Library for the Blind and Physically 
segian, 385-398 Handicapped (Library of Congress), 516 
andensee toys, 159 National Library of Medicine, 302 
taining teaches Sor, 307 National Library Service for the Blind and Physically 
vocational readiness curriculum, 450-457 Handicapped, 69, 122, 420 
Munsell Book of Color, 66 
Muranaka, Yoshio, Nobuko Furuta, Shigeyoshi Aoki 
and Kazuko Gohke 
Murphy, Eugene, 114 National Rehabilitation Information Center, 128, 408 
Muscella, Deborah B.: see Corn National Research Council, 332 
Minnesota Museum of Art, 92 Music, braille, 192 National Science Foundation, 126, 408 
~ Minnesota State Council for the Handicapped, 286 Music synthesizer, 190 National Science Teachers Association, 40, 42 . 
Minturn, Emma Hamsher, 96 Musical instruction materials, 94 National Senior Citizens Law Center, 228 
Mississippi State University Myers, Robert J., 276 National Service for the Blind and Physically 
Rehabilitation Research and Training Center on Myopia Handicapped, 370 
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National Society to Prevent Blindness, 94, 241, 304, 
357 
National Theater ( Washington ), 427 
National Therapeutic Recreation Society, 510 
National Trust for Historic Preservation, 234 
NCSAB. see National Council of State 
Administrators 
Nebraska Department of Education, 386, 388 
Neer, Frances 
“A Reading Teacher Learns to Read Braille,” 208, 210 
NEL. see National Eye Institute 
Nelipovich, Michael and Larry R. Dickerson 
“Views of State Agency Directors on University 
Training Programs,” 154-157 
Nelipovich, Michael and Lois Naegele 
“The Rehabilitation Process for Persons Who Are 
Deaf and Blind,” 104-109 
Nelson, Barbara 
“Reimbursement and the Burlington Case,” 327 
Nelson, Thomas Inc., audiocassettes, 266 
Neovascular membranes, ocular, 40, 92 
Neuromuscular development training, 455-456 
New Beacon, 94 
New England Asylum for the Blind, 161 
New England College of Optometry, 288 
New England Institute of Sensory Science, 408 
New England Journal of Medicine, 246 
New Hampshire Association for the Blind, 187, 234 
New Mexico Institute for the Blind, 96 
New Mexico School for the Visually Handicapped, 334 
New York Association for the Blind (The Lighthouse ), 
190, 192, 238, 335, 381, 512, 516 
Lighthouse Audiology Service, 404 
New York Council for the Humanities, 35 
New York Daily News, 370 
New York Institute for the Education of the Blind, 161, 
163, 220 
New York Library for the Blind and Physically 
Handicapped, 516 
New York Public Library 
audio-bcok studio, recording booth, 514, 516 
New York State College of Optometry 
referral service, 512, 514 
New York State Commission for the Blinc and Visually 
Handicapped, 469-470 
Long Island District Office, 469 
New York State Institution for the Blind, 161 
New York Times (The), 42, 130, 272, 370, 381, 412, 
426 
Newborns, , and medical treatment, 176, 
284, 307, 368, 416, 418, 420 
Newman Communications Corp., 266 
Newman, Eric A., 334 
News media, reporting on disability, 332 
Newsweek, 463 
NIA: see National Institute on Aging 
Nickles, Don, 328, 412 
Niepces, Joseph Nicephore, 259 
Night blindness, 109-111 
and mobility instruction for children, 255-258 
Night drivers, 256 
Night mobility aids, 109-111, 256-257 
Night mobility instruction for children, 255-258 
Night Vision Aid (NVA), 109, 110 
Nightingale-Conant Corp., audiocassettes, 266 
Nightline, 381 
Nightscope, 257 
NIH: see National Institutes of Health 
NIHR: see National Institute for Handicapped 
Research 


Nonprofit Radio Public Service Announcements, 335 
Norcia, Anthony, 38 
Norris Foundation (Kenneth T. and Eileen L. ), 381 
North Carolina 

school-to-work forums, 512 
Northern California District Court, 328 
Northwestern University, 332 
Nottingham Obstacle Detector, 114 
NRA: see Nationa! Reb..bilitation Association 
NRA Newsletter, 379 
Nugent, Barbara, 516 
Nusbaum, Susan, 494 
Nutritional blindness prevention, 130, 138, 334, 426 
NVA: see Night Vision Aid 
Nyctalopia: see Night blindness 
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Interest 
Obituaries, 69, 96, 142, 238, 288, 335, 428 
Obremski, Steve: see LeBlanc 
Obstacle detectors: see Electronic aids, mobility 
Occupational Analysis Survey and Investigation for 
Students ( OASIS), 454-455 
Occupational Aptitude Survey and Interest Schedule 
(OASIS-IS), 475-477 
Occupational therapists 
cooperation with O&M specialists, 341-346 


impaired, 
Office of Grants and Contract Services, 276 
Office of the Inspector General (OIG ), 504 
Office of Management and Budget, 84, 226 
Office of Scientific Research and Development 
Special Group Committee on Sensory Devices, 
113-114 
Subcommittee on Sensory Aids, 114 
Office of Special Education Programs (OSEP ), 30, 
78, 276 
“child count,” 357-361 
Office of Special Education and Rehabilitation 
Services (OSERS ), 30 
Office of Technological Assessment, 114, 502 
Oftedahl, Laura, 335 
Ogburn, Joyce, 428 
Ohio Department of Mental Health, 334 
Ohio Rehabilitation Services Commission, 406 
Ohlone Community College, 207 
Oklahoma Children's Memorial Hospital, 284 
Older Americans Report, 328, 368, 370 
Older Blind Individual Program, 414 
Older people, new marketing target generation, 286 
Olivier, Laurence, 332 
Olmstead, Jean: see Storey 
Olson, Nevin, 272 
One of the Luckey Ones, by Lucy Ching, 172, 174 
On-Line Computer Telephone Directory BBS 
Information Exchange, 366 
Only the Best: The Discriminating Software Guide for 
Preschool - Grade 12, 78, 80 
Opera News, 422 
Ophthalmic examination of the newborn, 249-251 
Optacon, 12-16, 115-116, 152, 168, 236, 324 
and depth projection, 408 
and music reading, 94 
Optacon Tactile Tester, 13 
Optic atrophy, 205, 248, 393 
Optic neuritis, 250 
Optical Scanner, 428 
Optivisor, 117-118, 423 
Optokinetic nystagmus, 249-250 
Optometric Referral Service (New York), 512, 514 
Optometry, changes in, 426 
Orange County, New York, disability award, 238 
Oregon School for the Blind, 163 
Organization for Social and Technical Innovation, 301 
Orientation and Mobility 


itinerant mobility instruction, 318 
new award, 92 
night mobility instruction for children, 


technology and blind persons, 113-116 
travel efficiency, predicting from spatial skills, 
297-300 
Oryx Press, 422 


Overbrook School for the Blind, 161, 238 


P 


Pace, Hugh, 163 
Packer, Jaclyn and Corinne Kirchner 
“State Level Counts on Blind and Visually 
Handicapped School Children,” 357-361 
Packer, Samuel, 40 
PACT: see Project Access to Computer Training 
Pain, and Social Security disability eligibility, 370 
Palaestra (magazine ), 138 
Palmer Grip (cane ), 344 
Paralyzed Veterans of America, 132, 228, 334, 370 
Paramount Television, 332 
Parents 
association of, 115 
attorney's fees for prevailing in civil cases, 
PL. 94-142, 276, 278, 327-328, 412 
blind, rearing sighted children, 193-198 
bibliography, 196-197 
and education of children, 203-204 
guide for parents of the visually impaired, 324 
and home care of disabled children, 324 
inventions, new patents granted, 40 
involvement in social-skills training, 53 
and language acquisition of blind infants, 112 
language-development guide, 324 
private facilities and expenses, 328 
and stranger responses fo visually impaired infants, 
244-247 
and transition of children from school to work, 472 
volunteers in rehabilitation programs, 94 
Parker, Barrington D., 30, 178 


PCEH: see President's Committee on Employment 
of the 

Peabody College, Vanderbilt University, 149, 272, 
308, 335 

Peaco, Freddie: see Arsnow 

Pediatric Ophthalmology Service, Louisiana State 
University School of Medicine, 188 


Pennsylvania Association for the Blind, 142 
Delaware County Branch, 234 

Pennsylvania College of Optometry, 427 
Feinbloom Center, 142 

Pennsylvania School for the Blind, 161 

Pennsylvania State University, 190 

Pepper, Claude, 502, 504 

, Visual, nature of, 375 

Perkins-Binet Tests of Intelligence for the Blind, 
Form U, 55-58 

Perkins Brailler, 172, 253, 308 

Perkins School for the Blind, 12, 44, 55, 161, 163, 172, 
174, 187, 205, 381, 390, 466 


Nystagmus, 249, 256 Osborne computers, 128 
optokinetic, 249-250 OSEP: see Office of Special Education Programs 
OSERS: see Office of Special Education and 
, Rehabilitation Services 
O Otto Bremer Foundation, 29 
Our Blind Children ( Lowenfeid ), 158 
Oak Hill School for the Blind, 163, 390 ee 
OASIS: see Occupational Analysis Survey and 
Investigation for Students 
OASIS-IS: see Occupational Aptitude Survey and | | 
Occupational therapy: see Vocational rehabilitation 
O'Connor, Justice, 368 
O'Donnell, Robert E., 96 
= 
Parker, Tom, 335 
— Parson, Brian, 335 
» Passport Books, 80 
Password™ modem, 80 
Pasternak, Andrew: see Bonner 
Pathsounder, 114 
PAVE project, 94 
Payne, Robert A., 334 
Pediatrics, 138 
PEER, 366 
Peli, Eliezer, 334 
Pell, Clayborn, 226 
Penberthy, Francisco, 334 
Penmark, S., 408 
aids to: see Low Vision aids 
blind parents and sighted children, 194 
Community Adjustment Program, 51-52 
cooperation of O&M specialists with 
, occupational therapists, 341-546 Perlik, Susan E., 94 
group training program, 100-103 Personal computers: see Microcomputers 
Personal Computers & Special Needs, by Frank G. 
Bowe, 212 
Peters, Thomas J., 265 
° 255-258 Peterson, Donald H., 381 
preschool project, 140 Peterson, Michael! 
| professionalization of services. 154-157 “Vocational Evaluation of Blind and Visually 
teacher preparation, 306-307 Impaired Persons for Technical, Professional, and 
Managerial Positions,” 478-480 
Pew Charitable Trusts, 236 
Peyton, Jeffrey, 428 
Pfanstichi, Margaret Rockwell, 427-428 
a 


PL. 89-313: see Elementary and Secondary 
Education Act 


PL. 90-247: see Deaf-Blind Act 

PL. 90-480: see Architectural Barriers Act of 1968 

PL. 91-230: see Deaf-Blind Act 

PL. 94-142: see Education for All Handicapped 
Children Act 

PL. 98-8 (“Jobs Bill”), 30 

PL. 98-199, 357 

Placement specialists, vocational, 108 

Places in the Heart (film), directed and written by 
Robert Benton, 82 

Plain English Maintenance and Repair Guide for IBM 
Personal Computers (The), by Henry FE. Beechhold, 
362 

Plakke, David 
“Explorations of Environment, Reality and Art: One 
Blind Man's Photography,” 259-261 

Playboy, magazine, braille edition, 370 

Playing God in the Nursery, by Jeff Lyon, 416, 418, 420 

Plescia, Rick A., 96 

Poccia, Nicholas, 334 

Pope, Alexander, “The Universal Prayer,” 69 

Popular Computing 
braille format, 29 

Portable computers, 222, 325-326, 364 

Portland, Oregon, disabil. :y award, 238 

Postal Rate Commission, 78 

Postal subsidy, blind, 84, 130, 414 


Preferential looking, 249, 250 
Premature birth and visual dysfunction, 248-251 
Prenatal diseases and visual impairment, 385 
President's Committee on 
Handicapped ( PCEH ), 288, 332, 335, 408, 494, 514 
Recreation and Leisure Committee, 510 
Price, Robert, 510 
Price/Stern/Sloan 
audiocassettes for children, 266 
Pring, Linda 
“Processes Involved in Braille Reading,” 252-255 
Printing in the palm of the hand, 104, 105 
Productivity and Comfort of the Visually Impaired 
Worker, 420 
Professionalization of rehabilitation services, 154-157 


blindness prevention, 142, 192 
Program for Independent Living Skills (Montana ), 318 
Programmed Instructions in Braille ( Ashcroft and 
Henderson ), 28 
Programming Equity inio Computer Education 
(information and instruction kit), 366 
Project Access to Computer Training (PACT), 29 
Project ADVANCE ( vocational model ), 466-467 
Project BRIDGE ( special education ), 426-427 
Project BYTE/85, 78 
Project CABLE, 126 
Project PAVE, 94 
Project Work Ability (California), 467-468 


Psychotherapy and computers, 
Public Act 451 (Michigan), 150 

Public Broadcast System, 332 

Public relations and disability issues, 332 


Purdue University, Programs for the Visually Impaired, 


324 


Q 


Quality of life, 176, 284, 416, 418, 420 


Queens Museum (New York City ), 236 
Queue: The Best in Educational Software (catalog), 
128 


Quinton, Kate and Claire, 120, 122 


R 


R is for Reading, 420, 422 

Rabb, Patrice, 334 

Rabbi, Rami, 76 

Radio Shack computers, 28, 128, 222, 364 
Raised Dot Computing Company, 272, 310, 410 


Random Access, 28-29, 78, 80, 126, 128, 168, 170, 
220, 222, 270, 272, 325-326, 364, 366, 406, 408, 
410, 498, 500 

Rasch measurement model, 301-305 

Rathbun, William, 38 

“Read More About It” programs, 142 


Reader Enroliment and Delivery System (READS), 220 


Reading 
and auditory training, 314 
teaching of, 1-4 

Reading aids and materials 
books, 1-2, 84, 115, 122, 130, 142 
on cassette, 265-266 
Brailon™ 14 
Talking Book program, 84, 115, 122 


administration 
block grant program, 226, 327, 412 
budget and the handicapped, 84, 86, 130, 156, 178, 
228, 276, 414, 416 
and children's coverage in health-insurance plans, 
412, 414 
and civil rights, 132 
and disability rolls, 328 
and funding of NIH, 226 
and medical treatment of “Baby Doe” infants, 176 
Medicare and Medicaid funding, 412 
and Medicare rate system, 328 
and mentally ill, rights of, 327, 412 
and postal subsidy, 130, 228, 414 
and research in high technology, 470 
and Social Security cost-of-living benefits, 
130, 178, 368 
tax reform plan, 32, 368, 370 
views on the handicapped, 176, 416 
Reagan, Nancy, 510 
Reagan, Ronald, 130, 276, 368, 494 
Recorded Books, 266 
Recording for the Blind, 130 
Recreation: see Exercise; 
Recreation and Leisure Committee, PCEH, 510 


Reflections on Managing Disability, by Har sid H. 
Wilke, 286 


Section 504, 42, 130, 132, 178, 278, 327, 328, 475 
and airlines, 132, 226, 228, 368 


University, 420, 434-443, 445, 468, 479, 512, 514 

Rebabilitation of the Rural Blind: An Economic 
Assessment of a Project in the Philippines, 1978- 
1983, by Peter A. Berman and Daniel G. Sisler, 174 

Rehabilitation Services Act of 1973, Title VII, 414 

Rehabilitation Services Administration (RSA ), 30, 104, 
132, 156, 241, 243, 512 

Rebabilitation: 25 Years of Concepts, Principles, 
Perspectives, compiled by Stephen J. Regnier and 
Marian Petkovsek, 422 

Rehnquist, William, 278 

Religion and state funds for education, 176 

Research 


eye injuries from fireworks, 190 

follow-up of persons with visual impairments, 

, 151, 153 

grants, research on functional vision, 190 

high technology, and Reagan tax plan, 370 

home computer use by the blind, 222 

NHIR grants for, 370 

parental disability and children's adjustment, 

196-197 

prevention of blindness, 38, 174, 188 

rehabilitation research, reports and reviews, 420 

reviews of research available, 128 

speech access capability »ersonal computers, 366 

technology, cost factors, 113-114 

technology and employment, grant for, 370 

video display terminals and radiation, 410 
Research to Prevent Blindness (RPB), 38, 188, 428 
Research and Training Centers, national system, 434 
Residential School (The), Frampton, 162 
Residential schools 

legal necessity for, 145-149 

meeting students’ needs, 150-153 

and multiply handicapped children, 318, 390 


Pfoutz, Charles, 142 Projects With Industry, 128 
Pharmacap. 138 pantie vedepenrbereheanett ee 
Phelps, C. Kermit, 375 Protection and Advocacy for Mentally Ill Refsnacsskolen, 261 . 
Philippines Persons Act of 1985 (S. 974), 226, 327 Refsum's syndrome, 255, 404 
rehabilitation of rural blind, community-based Psychoanalysis, amateur, 203-204 Regan, Donald, 32 
project, 174 Psychological Abstracts, 302 Regional Centers for Deaf-Blind Children, 335 
Phillips, Marilynn Josephine, 35 Regional Rehabilitation Exchange, 126, 128 
Philome! Books, | Registry of Interpreters for the Deaf, 105 
Photocoagulation, 40, 92 Rebabilitating America, by Frank Bowe, 418 
Photography, blind man's, 259-261 Rehabilitation 
Photophobia, 256 Publisbers Weekly, 78 behavioral training program, 293-297 
Physical contact, importance of, 124 Pulitzer Prize story on blind boy, 236 budget for handicapped programs, 82, 84 
Physical education Pulos, Lee, 266 commercially available products, computerized , 
IEPs, 375 Puppetools International, 428 listing, 128 
magazine, 138 Puppets as teaching aids, 428 consumer-parent committee, 30, 32 
in mainstreamed settings, 510 ne cost-effectiveness of services, 418 
Physical fitness, older blind adults, 97-99 |__| counseling and counselors, 107-108 
Phthisis bulbi, 393 counseling, as an occupation, 242 
Pichert, James W.: see Harley directory of agencies, 437 
Pickle, J.J., 132 a household tasks, 18-23 
Pierce, Jack, 406 Hunsas Factors symposium, 174 
Piette, Ernest H., 222 ee and microcomputer software, 220, 222 
Pifer, Alan, 362 Quality Plus word processing program, 500 new counseling program, 236, 238 
Pine, Shirley Jo: see Wilson Quality Services for Biind and Visually Handicapped newsletter, 379 
Pittsburgh Blind Association, 335 Learners: Statements of Position, edited by and NIHR grants for research, 370 
Pizzarello, Louis D., 138 Geraldine T. Scholl, 420 preschool programs and parent volunteers, 94 
ee pameaniraherireejemer'y ~ nad 
puppets in training, use of, 428 
reviews of research, 128, 420 
SC“ SC rural programs, 42, 174 
survey of vocational aids, 354 
|| training of personnel, 154-157 
veterans’ needs, 301-305 
vocational: see Vocational rehabilitation 
Rehabilitation Act of 1973, 18, 241, 414 
and medical treatment for handicapped newborns, 
368 
1978 amendments, 105 
Raised-line science text, 40, 42 Section 502 
Randolph, Jennings, 30, 178 and architectural barriers, 427 
moana. se a 
- of Americ: , 178 
Randolph-Sheppard Vendors of owen “effects test” of discrimination under, 130, 132 
publication of regulations of, 178 
Rehabilitation Institute of Okiahoma, 96 
Rehabilitation International, USA, 334 
1986 conference, 512 
Rebabilitation Literature, 379 
compilation from, 422 
Ps: 8 aaa 
Rehabilitation Research and Training Center in 
Blindness and Low Vision, Mississippi State 
Powell, R. Jack, 370 
Predicting Work Status Outcomes of Blind/Severety 
Visually Impaired Clients of Rebabilitation 
Agencies, 420 (see also Braille; Electronic aids, reading ) 
READS library circulation system: see Reader 
Enrollment and Delivery System 
- - 
Reeves, Emily, 334 : 
17 


role of, 160-164 
Resnick, Rose, 381 
eee 


Re:inal receptors, congenital absence of, 248 
Retinal vein occlusion, 92 
Retinitis pigmentosa, 118, 226, 248, 255, 256, 379 
and deafness, 404-405 
and night-mobility aids, 109-111, 256 
Retinitis Pigmentosa Association, 192 
Retinitis Pigmentosa Conference, 1981, 236 


38, 40, 138, 162, 188, 248, 307, 385 
Retirement communities 
hospital-run care for, 42, 44 


Richmond Unified School District ( California), 482 
Ritter, Ron, 126 
Riverside Institute, New York, 188 


“Dog Guide and Blind Person: The Matching 
Process,” 356 
Rochester Institute of Technology 
talking library catalog, 512 
Rochiin, Jay, 510 
Rockland County Association for the Visually Impaired 
(NY), 234 
Rodgers, James A., 268 
Roger C. Peace Rehabilitation Hospital, 96 
Rogers, Doyle N., 94 
Rollin, Betty, 381 
Romer, Lyle T.: see Busse 
Roosevelt, Franklin Delano, 362 


Royal Australian College of Ophthalmologists, 339 
Royal Maid Association for the Blind, Inc., 238 
Royal Nationa! Institute for the Blind (England ), 347 
Royal New Zealand Foundation for the Blind, 192 


Rubella, 59-64, 104, 248, 307, 385, 386, 389, 466 
Ruffner, Robert, 332 


S 


S. 415: see Handicapped Children’s Protection Act 
of 1985 
S. 974: see Protection and Advocacy for Mentally 


St. Cloud, Minnesota, disability award, 238 
Sampler of Career Choices for the Visually Impaired 


Sangre Trek, 214, 216 
Sarracino, Victor, 334 
Sartre, Jean-Paul, 120, 122 


94 
Schaurmacher Institute (SUNY ), 94, 96 


Scholarships and grants 

ACB Scholarships, 335 
138 

Christian Record Braille Foundation 
Scholarships, 44 

Fight for Sight fellowships and grants, 514 

grants for research on functional vision, 190 

McArthur Foundation Fellowship, 192 

NIHR grants for research and training centers, 
370 

Norris Foundation grant to Dayle Mcintosh 
Center, 381 

RSA sensory aid grant, 512 


Schreier, Elliott M., 238, 428 

Schulz, E. Matthew, Ross W. Lambert, Jr., Selwyn W. 
Becker, Benjamin D. Wright and Nicholas Bezruczko 
“An Assessment of the Needs of Rehabilitated 
Veterans,” 301-305 

Schulz, Richard O., 192 

Science, 370, 375 

Science News, 40 

Sci-Fi-Cee (science fiction fan club), 140 

Scotomas, 256 

Scott, Robert, 320 

Scourby, Alexander, 69 

Scratch and Sniff books, 1 

Sculpture tours, museum, 236 

SDC Orbit Search Service, 302 

Sears, Marvin L., 188 

Seattle, Washington, disability award, 238 

Second City Company (The ), 381 

Secretary of Education, 414 

Section 502: see Rehabilitation Act of 1973, 
Section 502 

Section 504: see Rehabilitation Act of 1973, 
Section 504 


Section 1619: see Social Security Act 


client development evaluation reports (California ), 
199-202 

and coordination of services, 108 

deaf-blind, rehabilitation process, 104-109 


role of state schools, 150-153 
rural special education, 236 
and support groups, 118-119 
support service program, 140, 142 
and training of personnel, 154-157 
volunteer programs, 352-353 
Severo, Richard, 381 
Sex Attitudes and the Disabled (newsletter ), 427 
Sex Bias at the Computer Terminal ( PEER report ), 366 
Sexual and emotional needs of disabled persons, 381 


“Lap Computers and the Visually Impaired,” 
325-326 
Shinaberger, Christian, 335 
Shintani, Hitoshi: see Suzuki 
Should I Copy Software? (IC1A leaflet ), 326 
Sibling relationships, 214, 216 
Siegel, Jane, 78 
Sight-Loss Support Group of Central Pennsylvania, 
Inc., 118-119 
Sign language, 104-105, 207 
manual, 170 
as a minority language, 174 
Signs for Computing Terminology, by Steven L. 
Jamison, 170 
Silverstein, Robert 
“The Legal Necessity for Residential Schools 
Serving Deaf, Blind, and Multiply Impaired 
Children,” 145-149 
Silverstone, Barbara, 192 
Simmons, Joyce Nesker, 288 
Simms, Richard, 238 
Simon, Janet, 288, 334 
(see also Stewart) 
Simon & Schuster audiocassettes, 266 
Simon-Binet Test of Intelligence, 55 
Simpson, Frank, 433 
“Introduction,” Transition Forum, 466 
(see also Bonner ) 
Sine Qua Non audiocassettes, 266 
Single Object Sensor, 114 
Sinnott, Roger J., 334 
Sisler, Daniel G., 42 
Sites, Elise L., 334 
Sixth Circuit Court of Appeals, 146 
Skawinski, William, 335 
Ski for Light, Inc., 514 
Skin Horse (The), film, 381 
Slater, Robert, 94 
Sliwa Enterprises, Inc., 270, 498 
Sliwa, Stephen, 498 


SC 
a Sedei, Cheryl, 335 
Attitude, by Sekuler, Robert, 332 
Self-communication, 166 
—— 
Retina Foundation Senate Finance Committee, 370 
Eye +h Institute, 334 Ill Persons Act of 1985 Senate Subcommittee on the Handicapped, 276, 278, 
Retinal degenerative diseases, inherited, register of Sacks, Sharon Zell: see Storey 327 " 
persons with, 379 Sadowsky, Alan D. Sensory aids 
Retinal detact . “Visual Impairment Among Developmentally Canterbury Child's Aid, 4-11 
Disabled Clients in California Regional Centers,” projects, 426 
and reattachment, 38, 140 Dit , , 
in infants, 188 199-202 pen end any 
Retinal diseases, degenerative, and Daylight Savings poy ow —" — ye ate aids, mobility; Mobility 
Teme, 228 Sailor, legally blind, 288 aids \ 
: Ure Sensory Aids Corporation, 257 
Sensory Aids Foundation, 29, 406 
Service delivery systems 
(A), booklet, 470 
San Antonio Association for the Blind, 288 
San Francisco Chronicle, 288 
San Francisco State University 
Retinitis Pigmentosa Fovadation courses in microcomputer technology, 222 information service on services available, 286 
registry of persons witn inherited retinal professional development summer courses, 284, interdisciplinary approach, 341-346 
degenerative disease, 379, 427 286 multidisciplinary clinic, 337-340 
Retinoblastoma, 188, 248 Special Education Graduate Program, 208 new models for, 414 
Retinopathy caused by carbon monoxide, 234 and residential schools, 160-164 
Retinopathy, diabetic: see Diabetic retinopathy P| 
Retinopathy of prematurity ( retroiental fibroplasia ), 
Sasakawa, Ryoichi, 334 
Sauerburger, Dona: see Arsnow 
Savannah Association for the Blind, 234 
Retrolental fibroplasia: see Retinopathy of Scadden, Lawrence, 30, 32, 76 
prematurity Scales, Bill, 40, 42 
Reviews: see Book; Cassette; Drama; Film Scented Money Deterrency Co., 40 
Reynolds, John, 228 Schaie, K. Warner, 190 
Rezound Cassette Copying Center, 266 Schaumburg Township, Illinois, disability award, 238 
Rbode Island Test of Language Structure, 289 Schecter, Norma L., 379 Shafer, Donna, 190 
Scheie Eye Institute, 288 Shanks, Stephanie L., 335 
Schenk, Bill, 272 Sharp Electronics Corporation 
Schenk, William A.: see Koenig Sharp SF-85CN voice synthesizer, 326 
Schioss, Irvin P, 130 Shaw, Cynthia E.: see Kern 
- Schmeck, Harold M., Jr., 42 Shaw, John AS., 117 
: a. Sheldon, Thomas D., 334 
Robertson, Cliff, 510 Shepler, Renae C.: see Corn 
Robot Institute of America, 463 : 
Robotics Forum: Management Issues in Manufacturing 
(newsletter ), 80 
Robots, robotics, 326, 463 
Robots 9 Conference, 326 
Robson, Howard 
SSA grant, research in technology and 
employment, 370 
Scholl, Geraldine T., 381 
School Tech News, 78 
Rosen, Sandra J., 335 
Rosenbaum, Arthur, 40 
Rosenberg, Sheidon P, 28-29 
Rosenblatt, Max, 126 
Rossi, Pete, 28 , 
Rostenkowski, Dan, 502 
Rothschild Foundation, 312 
Rotolo, Frank j., 40 
Roughness Discrimination Test, 15 
Rousso, Harilyn, 381 
Royal Television Society, 381 
RP Foundation Fighting Blindness, Inc., 192, 226 
| RSA: see Rehabilitation Services Administration 
Rural Special Education Quarterly, 246 
Ruskin, Asa P, 512 
- 18 
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Small Talk portable talking computer, 222, 364 
Smith, Deming, 268 
Smith, Karen, 96 
Smith, Margaret M., 122 
Smith, Stacy, 332 
Smith-Kettlewell Institute of Visual Sciences, 38 
Rehabilitation Engineering Center, 354 
Smoothtalker speech synthesis program, 80 
Snow blindness, 140 
So Who's Perfect! People with Visible Differences Tell 
Their Own Stories, by Diryan Cassie, 174 
Social Security 
bill eliminating work disincentives, 228 
cost-of-living benefits, 130, 178, 368 
disability beneifts, 32, 132, 328, 370 
and federal circuit court rulings, 328 
and Reagan tax plan, 368 
retirement benefits, 84 
trust fund surplus, 276 
Social Security Act of 1935 
amendments of 1939 
amendments of 1980: Title {1, 1432, 368, 370 
passage and early development, 362 
Section 1619, work incentive provision, 228 
sensory and communications aids coverage, 132 
Title XVI, 370 
Tithe XVII, 502 
Title XX, 72 
Social Security Administration (SSA), 105, 362 
Braille Services Section, 422 
demonstration projects for disability insurance, 132 
disability case review program, 228 
eligibility of disabled children, 32 
and legal precedents in reviewing disability cases, 
328 
new policies, disability and work opportunities, 370 
research grant, technology and employment, 370 
and Section 1619 program, 228 
Social Security Commissioner, 228 
Social Security Disability Insurance (SSDI), 132, 178 
Social Security Disability Reform Act of 1984, 370 
Social Skills Training Program, 52 
Socialization, 49 
Social-psychological factors 
and loss of vision, 118-119, 120, 122, 436 
medical treatment for newborns, 416, 
418, 420 
technology and the handicapped, 113-117 
Society of Professional Benefit Administrators, 412 
Solper, Paula, 335 
Solutions by Example, 126 
Sonar aids, training in, 11 
Sonar devices, studies of, 5 
Sonic Torch, 114 
SonicGuide™ 5, 114, 324 
winter conditions, 25-26 
Sonntag, Franz, 335 
Sonomed Technology, Inc., 334 
Soundworks, 266 
SOURCE computer capability, 427 
South Dakota School for the Visually Handicapped, 
234 
South Dakota Services to the Visually Impaired, 335 
Southern Illinois University, 284 


computer training, 29, 126, 128, 206, 207, 220, 
406, 408 


continuing programs, coordinated, 512 

and cost-effectiveness, 418 

costs paid by local educational systems, 278 
courses in microcomputer technology, 222 
curriculum, preparation for world of work, 450-457 
database, 270, 272 

interdisciplinary approach, 341-346 

and microcomputer software, 220, 222, 364, 408 


network of information and referral centers, $12 


Department 
and residential schools, 145-149, 160-164 
rural quarterly, issue on practical strategies, 236 
sensory aids training program, 512 
state schools and students’ needs, 150-153 
state-level count of children in schools, 357-361 
summer program for the multiply handicapped in 
critical life skills, 318 
systems approach to handicapped children, 
264-265 
teacher preparation, 306-307 
teachers’ guide for occupational investigation, 454 
techniques, 164-166 
and toys, 158-159 
training funds and federal budget, 276 
training of instructors, 165, 341-346 


Specialized Training Program (STP), 59-64 
SpeciaiNet, 30, 120, 276, 327, 328, 366 
Spectacles, selection and maintenance of, 324 


Stanford-Binet test, 55, 57 
Star Micronics’ Radix-10 printer, 29 
Staring Back, by Susan Nusbaum (play ), 381, 494 
State University of New York (SUNY ), State College of 
Optometry, 94, 96, 423 
Statistical Brief 
#30, 70-72, 74 
#31, 357-361 
Statistical Briefs in book form, 320 
Statistics 
blind population, characteristics of, 241-242 
educational placements of visually impaired, 388 
a Yaa ceamaaaees visually impaired, 
1- 
low vision services, third-party financing, 70-72, 74 
multiply handicapped visually impaired children, 
Rocky Mcuntains/Great Plains region, 385-391 
school children, state-level counts, 357-361 
developmentally disabled 
clients, regional centers, 200-201 
visually impaired in institutions for the mentally ill, 
262-263 
Steinbach, Alice, 236 
Stemmer House audiocassettes for children, 266 


attitudes toward the afflicted, 494 
movement, 400-401 
Steroids and harmful effects, 375 
Stewart, Charles A., 463 


Stewart, lan W., Vincent B. Van Hasselt, Janet Simon 
Thompson 


Support group, sight-loss, 118-119 
Support service program, 140, 142 
Supreme Court 
on “appropriate” education, 146, 147 
attorney's fees for parents, PL. 94-142 cases, 278, 
327-328, 412 


against 
state funds for blind students, hearing appeal on, 
176 
validating Social Security Act, 362 
veterans and high lawyers’ fees, 368 
zoning law and home for mentally retarded, 328 
Surgical tacks for retinal detachment, 140 
Survey of Income and Education, Census Bureau, 385 
Surveys 
career development needs, 436-443 
education and careers, linkage of, 444-449 
multiply handicapped visually impaired children, 
Rocky Mountains/Great Plains, 385-391 
patrons of libraries, 422, 427 
women, visually impaired, employment, barriers to, 
458-461 
Susan B. Wagner High School, Staten Island, 28 
Suttie, Alan J. and Robert Greenhalgh 
“A Method of Assessing a Visually Impaired Person's 
Ability to Use a Closed Circuit Television Reading, 
Machine,” 347-351 
Suzuki, Shigeo 
“Winter Traveling in Hokkaido Land Japan,” 24-26 


Smoothtalker program, 
software for, 126, 128, 498 


ae 
Sloan, Walter B., 288 ee 
I a 
professional development summer courses, “The Community Adjustment Program (CAP) for 
284, 286 Visually Impaired Adolescents,” 49-54 
professionalization of instructors, 154-157 Stoffer, John, 142 
program for professionals, 426-427 STORER Computer Access Center, 406 
Storey, Keith, Sharon Zell Sacks and Jean Olmstead 
“Community-Referenced Instruction in a 
Technological Work Setting: A Vocational 
Education Option for Visually Handicapped 
Students,” 481-485 
Storey, Robert, 140 
“Story Train” (tape-recorded stories), 190, 192 
Stout Vocational Rehabilitation Institute, 334 
STP: see Specialized Training Program 
Strabismus, 248, 249 
Street Electronics Corp. 
special needs division, 408 
Subcommittee on Sensory Aids, Office of Scientific 
Research and Development, 114 
Suffolk County, New York, disability award, 238 
word-processing program, 272 Suicide rate, disabled people, 418 
word-processing skills, developing, 308-310, 312 Summer Computer Camp for Visually Impaired 
Special Education Programs, Department of Students, 220 
Education, 270, 307 Summit Computer Center, 408 
Special Education Software Center, 270 Sunshields, 256 
Clearinghouse, 364 SUNY: see State University of New York 
Special Education Software Conference, 420 
Special Education Software Review (newsletter ), 362 
Special Educator (The) (newsletter ), 379 
Spectacles, sunshicids, 256 and civil rights enforcement, 132, 276 
Speech development, elementary age costs of special education, 278 
visually impaired children, 289-292 and “effects test” in judging discrimination, 
Speech Enterprises, 366 130, 132 
Speech synthesizers: see Synthetic speech hearing on reimbursement for private schooling, 
Spencer, Christopher: see Hill 226 
Sports medical treatment for handicapped newborns, 368 
cross-country skiing event, 514 parents and expenses of private facilities, 328 
international forum and festival, 510 State agencies, suits against in federal courts for 
Kaiser Roll runs, 236 
magazine, 148 
newsletter, 284 
recreation personnel certification, 514 
Spungin, Susan Jay, 268 
Spungin, Susan J. 
“Corridors of Insensitivity: Technology and Blind 
Persons,” 113-116 
SRI International, 78 
SSA: see Social Security Administration 
SSDI: see Social Security Disability Insurance ~ 
Stachlin, John, 406 
Stafford, Robert, 278 
Standards for Educational and Psychological Tests 
(APA), 57 
Stanford University, 418 
Southwest Educational Development Laboratory, 128 Sybex, computer publisher, 212 
Spanish Talker, 498 Symbol, blindness, international, 426 
Spatial orientation and skills, 297-300, 450, 456-457 Symposium on Issues of Women and Disability, 35 
“Speaking Visually: A Blind Aesthetic,” by David Synthetic speech; speech synthesizers, 29, 406, 408, 
, Plakke, 259-261 428 
Special education Apple program, 366, 410 
art studies, 420 blind specialist advisor on, 408 
audio consumer series, 494 computer bypass, 364, 366 
t behavioral training, 293-297 DecTalk, 7°:2, 500 
bulletin board for new products, 366 Echo GP, 364 
computer software, 78, 364 Echo Il, 28, 78, 80, 170, 222, 270, 272, 308, 310 
review of, 362, 420 366, 498, 500, 512 
Enable Reader 2.0, 364 
ee and home computer programs, 126 
lap computers, 325, 326 
Master Talker, 270 
PC Talking Program, 222 
Stereotypes programs, 364 
Sharp SF-85CN, 326 
19 


computers, 366 
English dictionary, 128 


Talking Books, 84, 115, 122, 130, 238, 324, 340, 516 
talking clock, 222 
pane ee Na at 
LKING TERMEXEC communications program, 
"— 

talking word-processing program, 80, 170 
Text Writer program, 170, 500 
‘Total Talk PC, 168 
Transparent speech access program, 222 
Type ‘n Talk, 222 
Votrax, 170, 364 

Syphilis, 248 

Systems Approach to Handicapped Children (A 
Helping Children Grow, by Lauren Carlile Bradway, 
264-265 


T 


Tactile (tactual ) graphics 
AFB display, 126, 428 
396 
Tactile sensitiv, -y, decreased, 12-17 


Tactual Road to Reading (The), 3 

Tagarno Company ( Denmark ), 261 

Talk to Me I: Common Concerns, by Nancy Chernus- 
Mansfield, Dori Hayashi and Linda Kekelis, 324 

Talking Bank'n checkbook program, 170 

Talking Book Program, 84, 115, 122, 130, 238, 324, 
340, 516 

Talking calculator, 322 

Talking clock, 222 

Talking Measuring Devices for Lab Technicians, 428 

Talking Paper Money Identifyer, 428 

TALKING TERMEXEC communications program, 512 

Tambor, Jeffrey, 332 

Tandy computers, 29 

Tandy Model-100 Portable Computer, 325 

Tandy Radio Shack Model 4 microcomputer, 364 

Tannenbaum, Robin, 44 

Tanz, Robert, 138 

Tape-recorded stories, 190, 192, 265-266 

Tapp, Kenneth L. 
“Night Mobility Instruction for Children with Low 
Vision,” 255-258 

Targeted Jobs Tax Credit, 32 

Task analysis, 18-23, 293-297, 481-486 

Task Force on Vocational Evaluation of Blind Persons 
(AFB), 479 

Tatro, Mary L., 278 

Tax reform and simplification, 52, 368 

Taxi drivers and blind riders, 92,94 

Tay-Sach’s disease, 248 

“Technet” information centers, 370 

Technical Horizons in Education, 128 

Technical University of Denmark Institute for Light 
Technique, 261 

Technological t Project, 482 

Technological Institute for the Blind (Israel ), 312 

Technology 
audiocassettes, 265-266 
and blind persons, 113-116, 222, 268 
computers: see Computers 
cost factors, 113-114 


high tech developments, vocational rehabilitation, 
5300 


Maure Fund, 428 

RGSER grants for seseasch, 370 

projects, i ¢ ial market, 364 

research, and Reagan tax plan, 370 

sensory, information on, 408 

technological instruction, c 

481-486 

(see also Random Access) 
Technology and Handicapped People, \\4 
Telebase Systems, 128 


, f 4 
y-referenced, 


Telecommunications program, lap computers, 325 
Telephone-call tasks, 481-486 
Telescopes 


Honey Bee Lens, 234, 236 
Telesensory Systems, Inc., 29, 168, 170, 288, 326 
‘emple University 
Departinent of Educational Psychology, 196 
Tennant, E. Richard, 426 
Tennessee 
health insurance for blind vendors, 427 
Tennessee Proficiency Test, 309 
Tennessee School for the Blind, 272, 308 
Tennessee Services for the Blind, i4, 15 
Tennessee State Prison Services to the Blind 
braille program, 138 
Tenzer, Michael L., 44 
Terman-Merrill revision of the Hayes test, 55 
Test of Language Development, 289 
Texas Commission for the Blind, 30, 334, 459 
Texas Education Agency, 450 
Texas Instruments, 28 
Texas School for the Blind, 390, 450, 462, 471, 


Thorndike Press, 379, 422, 427 

Thurmond, Strom, 328, 412 

Timberlake, George T., 334 

Title Il: see Social Security Act of 1935, 
amendments of 1980 

Title V: see Mental Health Systems Act of 1980 

Title VI-C: see Deaf-Blind Act 

Title VI: see Civil Rights Act of 1964 

Titie Vil: see Rehabilization Services Act of 1973 

Title IX: see Educational Amendments, 1972 

Title XVI: see Social Security Act 

Title XVIIL: see Social Security Act, Title XVIII 

Title XX: see Social Security Act, Title XX 

Toledo Society for the Blind, 334 

Total Talk PC computer system, 168, 308 

Touch and Feel Series (books), 1 

Touch Toys and How to Make Them, 140 

Tourist’s Guide to Computers (A), by Dave Morice, 212 

Tours, taped, 265, 266 

Townsend, David, 334 

Toxoplasmosis, 248, 249, 385 

Toy Manufacturers of America, 138 


Toy-making book, 140 
Trachoma, 138 
Training Personnel for the Education of the 
Handicapped Program, 276 
Transparent speech access program, 222 
Transportation 
Great Britain, cassette guide to, 379 
special service, and the blind, 234 
Travel aids: see Mobility aids 
Travel, travel skills: see Orientation and mobility 
Trief, Elien: see Morse 
Triformation Systems, 170 
Trimble, John, 166 
TRIVIABILITY braille game, 428 
Trow, George, 423 
“A Consumer's Use of the ‘Optivisor’,” 117-118 
TRS-80 computers, 28-29 


‘Tse Tse, 172, 174 


Twin Vision books, 2, 194, 196 
Type 'n Talk speech synthesizer, 222 
Tyson, H. Michael, 142 


Committee 
Division of Sports Medicine and Science, 510 
United Way, 80 
University of Arkansas at Little Rock, 428 
University of California, 284, 335 
Center of Research and Development in Higher 


University of Cincinnati Medical Center, 234 
University of Florida School of Medicine, 40, 142, 192 
University of Kansas, 190 
University of Louisville, 332 
University of Maryland, 40 
University of Melbourne, 337, 339 
University of Miami School of Medicine, 38 
University of Minnesota, 396 
School of Medicine, 38 
University of Mississippi 
state survey of visually handicapped children, 360 
University of Nebraska, 335 
University of North Dakota in Grand Forks, 29 
University of Northern Colorado, 306 
Visually Handicapped Training Program, 386 
University of Oregon, 59 
University of Pennsylvania, 192, 238, 272, 288 
University of Pittsburgh, 116, 165 
University of Regina, Saskatchewan, Department of 
Computer Science, 128 
University of South Carolina, 238, 375 
University of Southern California, 188 
University of Tennessee Medical College, 96 
University of Texas, 471 
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